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REGULATIONS 


FOR   THE 


MEDICAL   DEPARTMENT. 


1.  Tho  Surgeon  General  is  charged  -with  the  administrative  details  of 
the  Medical  Department;  the  government  of  hospitals;  the  regulation  of 
the  duties  of  the  medical  officers,  issuing  orders  and-  instructions  relating 
to  their  professional  duties;  and  the  employment  of  acting  medical  officers 
when  needed.  All  communications  from  medical  officers,  wJiich  require 
his  action,  will  be  made  directly  to  him. 

2.  Medical  Directors  will  be  recommended  by  the  Surgeon  General, 
ar^  being  approved,  will  be  announced  in  orders  from  the  Adjutant  and 
Inspector  General's  Office.  They  will  have  the  general  control  of  the 
medical  officers  and  hospitals  of  their  commands. 

3.  A  division  Avill  have  a  medical  officer  assigned  in  general  medical 
charge  as  Chief  Surgeon  of  Division,  on  the  recommendation  of  the 
Medical  Director,  by  the  General  commanding  an  army. 

4.  A  brigade  will  be  under  the  general  medical  charge  of  the  Senior 
Surgeon  of  the  Brigade,  who  will  not  be  relieved  from  regimental  duty. 

5.  Medical  Directors,  Chief  Surgeons  of  Divisions,  and  Senior  Sur- 
geons of  Brigades  will  inspect  the  hospitals  of  their  Commands,  and  see 
that  the  rules  and  tegulations  are  enforced,  and  the  duties  of  the  Surgeons 
and  Assistant  Surgeons  are  properly  performed. 

6.  They  will  examine  tho  case  books,  prescription  and  diet  books,  and 
ascertain  the  nature  of  diseases  which  may  have  prevailed,  and  their  pro- 
bable causes ;  reconnnend  the  best  method  of  prevention,  and  also  make 
such  suggestions  relative  to  the  situf^tion,  construction  and  economy  of 
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the  hospitals,  and  "to  the  police  of  tlio  camps,  as  may  appear  necessary 
for  the  benefit  and  comfort  of  the  sick,  and  the  good  of  the  service. 

7.  Senior  Surgeons  of  Brigades  will  receive  the  monthly  reports  of 
sick  and  wounded  (Form  1),  required  from  the  medical  officers,  and 
transmit  them  through  the  Chief  Surgeon  of  Division  to  the  Medical 
Director. 

8.  The  Medical  Director  will  make  to  the  Surgeon  General  a  consoli- 
dated monthly  report  of  the  sick  and  wounded,  from  the  monthly  reports  . 
of  the  medical  officers  of  the  command. 

9.  The  quarterly  reports  of  sick  and  wounded  required  from  medical 
officers  serving  wnth  troops,  will  be  transmitted  to  the  Surgeon  General 
through  tlie  Senior  Surgeon  of  Brigade,  the  Chief  Surgeon  of  Division, 
and  the  Medical  Director :  those  from  medical  officers  in  charge  of  Gene- 
ral Hospitals  will  be  forwarded  through  the  Medical  Director. 

10.  Senior  Surgeons  of  Brigade  w'ill  make  to  the  Chief  Surgeon  of 
Division,  and  Chief  Surgeons  of  Division  will  make  to  the  Medical 
Director,  monthly,  returns  of  the  medical  officers  of  their  commands 
(Form  2).  Surgeons  in  charge  of  General  Hospitals  will  make  to  the 
Medical  Director  similar  returns  of  the  medical  officers  of  the  liospitals, 
including  private  physicians  employed  by  contract. 

11.  The  Medical  Director  Avill  make  to  the  Surgeon  General  a  monthly 
return  of  the  medical  officers  of  the  command. 

12.  Medical  Purveyors  Avill  be  assigned  as  such  on  the  recommenda- 
tion of  the  Surgeon  General,  and  imder  his  direction,  will  purchase  all 
medical  and  hospital  supplies  required  for  the  Medical  Department,  or 
will  make  requisitions  for  these  supplies,  through  the  Surgeon  General, 
on  the  principal  purveying  depots. 

13.  Medical  Purveyors  will  make  to  the  Surgeon  General,  at  the  end 
of  each  fiscal  quarter,  returns  in  duplicate  (Form  3),  of  medical  supplies 
received,  issued,  and  remaining  on  hand,  stating  to  whom,  or  from  whom, 
and  when  arid  where  issued  or  received.  Other  medical  officers  in  charge 
of  medical  supplies  will  iriake  similar  returns  semi-annually,  on.  the  :>Oth 
of  June  and  the  31st  of  December;  and  all  medical  officers  will  make 
them  when  relieved  from  the  dut}'-  to  which  their  rebiirns  relate.  The 
returns  will  show  the  condition  of  the  stores,  and  particularly  of  the  in- 
struments, bedding,  aftd  furniture.  Medical  Purveyors  will  furnish  ab- 
stracts of  receipts  and  issues,  with  their  returns  (Form  4). 

14.  Medical 'disbursing  oiicerij  will,  at  the  end  of  each  fiscal  quarter, 
render  to  the  Surge(m  General,  in  duplicate,  a  quarterly  account  current 
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of  moneys  received  and  expended,  with  the  proper  vouchers  for  the  pay- 
ments, and  certificates  that  the  services  have  been  rendered  and  the  sup- 
plies purchased  and  received  for  the  medical  service,  and  transmit  to  him 
an  estimate  of  the  funds  required  for  the  next  quarter. 

15.  The'medical  supplies  for  the  army  are  prescribed  in  the  Standard 
Supply  Tables  for  Hospitals  and  Field  Service. 

16.  Medical  and  hospital  supplies  will  be  issued  by  Medical  Purveyors, 
on  requisitions  (Form  5),  in  duplicate,  approved  by  the  Medical  Director, 
and  exhibiting  the  quantities  on  hand  of  articles  wanted.  The  duplicate 
of  the  requisition,  showius?  the  actual  issues  and  date  thereof,  will  be 
forwarded  by  the  Medical  Purvcyof  to  the  Surg^eon  General. 

17.  When  it  is  nec«^ssary  to  purchase  medical  supplies,  those  which 
are  indispensable  may  be  procured  by  the  Quartermaster,  if  recourse  can- 
not be  had  to  a  medical  disbursing  officer,  on  a  special  requisition  (Form 
6),  and  account  (Form  7). 

18.  In  every  case  of* special  requisition,  a  duplicate  of  the  requisition 
shall,  at  the  same  time,  be  transmitted  to  the  Surgeon  General,  for  his 
information. 

19.  An  officer  transferring  medical  supplies,  will  furnish  a  certified 
invoice  to  the  officer  Avho  is  to  receive  them,  and  transmit  a  duplicate  of 
it  to  the  Surgeon  General.  The  receiving  officer  will  transmit  duplicate 
receipts  (specifying  articles  and  quantities)  to  the  Surgeon  General,  with 
a  report  of  the  quality  and  condition  of  the  supplies,  and  report  the  same 
to  the  issuing  officer.  A  medical  officer,  who  turns  over  medical  supplies 
to  a  Quartermaster  for  storage  or  transportation,  will  forward  to  the  Sur- 
geon General,  with  the  invoice,  the  Quartermaster's  receipts  for  the 
packages. 

20.  Medical  officers  will  take  up  on  their  returns,  and  account  for,  all 
medical  supplies  of  the  army  that  come  into  their  possession,  and  report, 
when  they  know  it,  to  whose  account  they  are  to  be  credited. 

21.  Medical  supjplies  are  not  to  be  detained  or  diverted  from  their  des- 
tination, except  by  commanding  general^  in  cases  of  absolute  necessity, 
who  will  promptly  report  the  circumstances  to  the  Adjutant  General,  that 
orders  maybe  given  for  supplying  the  deficiency;  and  the  medical  officer 
receiving  them  will  inunediately  report  the  fact  to  the  Surgeon  General; 
and,  also,  when  practicable,  notify  the  oflicer  for  whom  they  were  intended- 

22.  In  all  official  lists  of  medical  supplies,  the  articles  will  be  entered 
in  the  order  of  the  Supply  Tables. 

23.  The  senior  medical  officer  of  each  post,  regiment,  or  detachment, 
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will,  with  the  approbation  of  the  commandiug  officer,  select  a  suitable  site 
for  the  erection  of  a  hospital,  or  of  hospital  tents. 

24.  Tlie  senior  medical  officer  of  a  hospital  will  distribute  tlie  patients, 
according  to  convenience,  and  the  natifre  of  their  complaints,  into  wards 
or  divisions,  under  the  particular  charge  of  the  several  assistant  surgeons ; 
and  will  visit  them  himself  each  .day  as  frequently  as  the  state  of  the  sick 
may  require,  accompanied  by  the  assistant,  steward,  and  nurse. 

25.  His  prescriptions  of  medicine  and  diet  are  to  be  written  down  at 
once  in  the  proper  book,  with  the  name  of  the  patient  and  the  number  of 
his  bed;  the  assistants  will  fill  up  the  diet  table  for  the  day,  and  dii'ect 
the  administration  of  the  prescribed  medicines.  He  will  detail  an  assis- 
tant surgeon  to  remain  at  the  hospital  day  and  night,  when  the  state  of 
the  sick  requires  it. 

26.  In  distributing  the  duties  of  his  assistants,  he  will  ordiYiarily  re-' 
quire  the  aid  of  one  in  the  care  and  preparation  of  the  hospital  reports, 
registers,  and  records,  the  rolls,  and  descriptive  llfets;  and  of  another,  in 
the  charge  of  the  dispensary,  instruments,  medicines,  hospital  expendi- 
tures, and  the  preparation  of  the  requisitions  and  returns. 

27.  He  will  enforce  the  proper  hospital  regi>lations  to  promote  health 
and  prevent  contagion,  by  ventilated  and  not  crowded  rooms,  scrupulous 
cleanliness,  frequent  changes  of  bedding  and  linen,  occasional  refilling 
of  the  bed  sack  and  pillow  ticks  with  fresh  straw,  regularity  in  meals, 
attention  to  cooking,  &c. 

28.  He  will  cause  to  be  printed,  or  written  in  a  legible  hand,  and  hung 
up  in  a  conspicuous  place  in  each  ward,  such  rules  and  regulations  as  he 
may  ^eem  necessary  for  the  guidance  of  the  attendants,  and  the  order, 
cleanliness,  and  convenience  of  the  patients. 

29.  He  will  require  the  steward  to  take  due  care  of  the  hospital  stores 
and  supplies;  to  enter  in  a  book,  daily  (Form  8),  the  issues  to  the  ward- 
masters,  cooks,  and  nurses ;  to  prepare  the  provision  returns,  and  receive 
and  distribute  the  rations. 

30.  He  will  require  the  wardmaster  to  take  charge  of  the  effects  of  the 
patients;  to  register  them  in  a  book  (Form  9);  to  have  them  numbered 
and  labeled  with  the  patient's  name,  rank,  and  company ;  to  receive  from 
the  steward  the  furniture,  bedding,  cooking  utensils,  &c.,  for  use,  and 
keep  a  record  of  them  (Forai  JO^,  and  how  distributed  to  the  wards  and 
kitchens;  and  once  a  week  to  take  an  inventory  of  the  articles  in  use, 
and  report  to  him  any  loss  or  damage  to  them,  and  to  return  to  thp 
stewftrd  such  as  are  not  required  for  use. 
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31.  Assisfnnt  Surgeons  will  obey  the  orders  of  their  senior  surgeon, 
see  that  subordinate  officers  do  their  duty,  and  aid  in  enforcing  the  regu- 
lations of  the  hospital. 

3*2.  The  cooks  and  nurses  are  under  the  orders  of  the  steward.  He  is 
responsible  for  the  cleanliness  of  the  wards  and  kitchens,  patients  and 
attendants,  and  all  articles  in  use.  He  will  ascertain  who  are  present  at 
sunrise  and  sunset,  and  tattoo,  and  report  absentees. 

33.  At  surgeon's  call  the  sick  then  in  the  companies  will  be  conducted 
to  the  hospital  by  the  first  sergea'uts,  who  will  each  hand  to  the  surgeon, 
in  bis  company  book,  a  list  of  all  the  sick  of  the  company,  on  which  the 
surgeon  shall  state  who  are  to  remain  or  go  into  the  hospital ;  who  are  to 
return  to  quarters  as  sick  or  convalescent ;  what  duties  the  convalescents 
in  quarters  are  capable  of;  what  cases  are  feigned;  and  any  other  infor- 
mation in  regard  to  the  sick  of  the  company,  he  may  have  to  communi- 
cate to  the  compan}'  commander 

34.  Soldiers  in  hospital,  patients  or  attendants,  except  stewards,  shall 
be  mustered  on  the  rolls  of  their  company,  if  it  be  pres'eut  at  the  post. 

35.  When  a  soldier  in  hospital  is  detached  from  his  company  so  as  not 
to  be  mustered  with  it  for  pay,  his  company  commander  shall  certify  and 
send  to  the  ho!^pit»l  his  descriptivo  list  and  account  of  pay  and  clothing, 
containing  all  nece.ssary  information  n^lating  to  his  accounts  with  the 
Confederate  States,  <m  which  the  surgeon  shall  enter  all  payments,  stop- 
pages, and  issueii  of  clothing  to  him  in  hospital.  When  he  leaves  the 
hospital,  the  medical  officer  shall  certify  And  remit  his "  descriptive  list, 
showing  the  .state  of  his  accounts.  If  he  is  discharged  from  the  service 
in  hospital,  the  surgeon  shall  make  out  his  final  statements  for  pay  and 
clothing.  If  he  dies  in  hospitqi.  the  surgeon  shall  take  charge  of  his 
effects,  and  make  the  reports  required  in  the  general  regulations  concern- 
ing soldiers  who  die  absent  from  their  companies. 

'M\:  Patients  in  hospital  are,  if  possible,  to  leave, their  arms  and  accou- 
trements w  itli  flieir  cuiiipanies.  and  in  no  case  to  take  ammunition  r  ;«• 
the  hospital. 

37.  When  a  j>atient  is  translcned  from  onv,  hosj)ital  to  anotli;i,  the 
medical  officer  shall  .send  with  him  an  accomit  oi'  his  case,  and  the  treat- 
ment. 

38.  The  regulations  for  the  service  of  hospitals  apj)ly,  as  far  as  practi- 
cable, to  the  medical  seivice  in  the  field. 

:i9.    In  the  field,  the  .-euicr  Uje<Vual  othcer  will  inspect  camps,  and  urge 
the  enforccmeut  of  striug-ent  rules  ot  police. 
1* 
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40.  The  senior  luedical  officer  of  each  hospital,  post,  regiiueut  or  de- 
tachment, will  keep  the  following  records,  and  deliver  them  to  his  suc- 
cessor: A  register  of  patients  (Form  11);  a  prescriptioii  and  diet  book 
(Form  12) ;  a  case  book;  copies  of  his  requisitions,  returns  of  property, 
and  reports  of  sick  and  wounded  ;  and  an  order  and  letter  book,  in  which 
will  be  transcribed  all  orders  and  letters  relating  to  his  duties. 

41.  He  will  make  on  the  forms  furnished  from  the  Adjutant  and  In- 
spector General's  office,  according  to  the  directions  expressed  thereon,  the 
muster  and  pay  rolls  of  the  hospital  is te ward,  cooks  and  nurses  not  en- 
listed or  volunteers,  and  laundresses ;  and  of  all  soldiers  in  hospital,  sick 
or  on  duty,  detached  from  their  companies.  , 

42..  The  extra  pay  allowed  to  soldiers  acting  as  cooks  and  nurses  in 
hospitals,  will  be  paid  by  the  Quartermaster  Department,  the  extra  fjer- 
vice  being  noted  on  the  hospital  nmster  rolls. 

•  43.  The  seiiior  medical  officer  will  select  the  cooks,  nurses  and  laun- 
dresses, with  the  approval  of  the  commanding  officer.  Cooks  and  nurses, 
taken  from  the  pi-ivates,  will  be  exempt  from  other  duty,  but  shall  attend 
the  parades  for  muster  and  weekly  inspection  of  their  companies  at  the 
post,  unless  specially  excused  by  the  commanding  officer.  They  will  not 
be  removed  except  for  misdemeanor,  and  at  the  request  of  the  medical 
officer,  unless  in  cases  of  urgent  necessity,  and  then  only  by  the  order  of 
the  commanding  officer. 

44.  Cooks  and  nurses,  npt  enlisted  or  volunteers,  are  like  others  sub- 
ject to  military  control.  They  will  be  paid  on  the  hospital  muster  rolls, 
by  the  Quartermaster  Department,  at  the  rates  at  which  they  have  been 
engaged,  which,  in  no  case  will  exceed  $  18  50  per  month,  being  the  pay  . 
proper  of  an  enlisted  man,  togethe*  with  the  .extra  pay  pillowed  in  para-" 
graph  42.  They  should  not  in  general  be  employed  for  a' less  })eriod  than 
a  calendar  month. 

45.  .  Ordinarily,  hos^jital  attendants  are^  allowed  as  folloAvs :  To  a  gene- 
ral hospital,  one  steward,  one  nurse  as  wardmaster,  one  nnrst-  to  ten  pa- 
tients, one  laundress  to  twent}',  and  one  cook  to  thirty ;  tu  a  hospital 
where  the  coimnand  exceeds  li^•e  companies,  one  steward  and  wardmaster, 
one  cook,  two  laundresses,  and  four  nurses ;  to  a  post  or  garrison  of  one'" 
company,  oik-  steward  and  wardmaster,  one  nurse,  one  couk,  t'.'Ad  one 
laundress;  and  for  every  two  couipasies  more,  one  nurse;  at  uiseuals, 
where  the  number  of  enlisted  men  is  not  less  than  fourteen,  one  laundress 
is  allowed.  The  allowance  of  hospital  attendauLs  in  the  iiild  wi,l  he,  for 
command?,  of  one  company  and  nut  exceeding  five,  onr  tilewaid,  one 
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cook,  and  for  each  conipuny,  one  nurse;  for  regiments,  or  comoiaiids  of 
over- five  companies,  one  steward,  two  cooks,  and  for  each  company, 
one  nnrse. 

46.  Medical  officers,  where  on  duty,  will  attend  the  officers  and  en- 
listed men,  and  the  laundresses  authorized  by  law;  and  at  stations  wher^ 
other  medical  attendance  cannot  be  procured,  and  on  marches,  the  hired 
men  of  the  army.  Medicines  will  be  dispensed  to  the  families  of  officers 
and  soldiers,  and  to  all  persons  entitled  to  medical  attendance;  hospital 
stores  to  enlisted  men. 

47.  Medical  officers  in  giving  certificates  of  disability  (Form  13),  are 
to  take  particular  care  in  all  cases  that  have  not  been  under  their  charge; 
and  especially  in  epilep.sy,.  convulsions,  chronic  rheumatism,  derange- 
ment of  the  urinary  organs,  ophthalmia,  ulcers,  or  any  obscure  disease, 
liable  to  be  feigned  or  purposely  produced ;  and  in  no  case  shall  such  cer- 
tificate be  given  until  after  sufficient  time  and  examination  to  detect  any 
attempt  at  deception. 

48.  In  passing  a  recruit,  the  medical  officer  is  to  examine  him  stripped; 
to  see  that  he  has  free  use  of  his  limbs  ;  that  his  chest  is  ample ;  that  his 
hearing,  vision,  and  speech  arfi  perfect;  that  lie  ha.s  no  tumors,  or  ulce- 
rated or  extensively  cicatrized  legs ;  no  rupture,  or  chronic  cutaneous  af- 
fection; that  he  has  not  received  any  contusion,  or  wound  of  the  head, 
which  may  impair. his  faculties ;  that  he  is  not  a  drunkard;  is  not  sub- 
ject to  convulsions,  and  has  no  infectious  disorder,  nor  any  other  that 
maj'-  unfit  liim  for  military  service. 

49.  Medical  officers  attending  recruiting  rendezvous  will  keep  a  record 
(Form  J 4)  of  all  the  recruits  examined  by  them.  Books  for  this  purpose 
will  be  procured  by  applying  to  the  .Surgeon  General,  to  whom  they  will 
be  returned  when  filled. 

5t).  As  .soon  as  a  recruit  joins  any  regiment  or  station,  he  shall  be  ex- 
amined by  the;  medical  officer,  and  vaccinated  when  it  is  required,  vaccine 
virus  being  kept  on  hand  by  timely  requi.sitiou  on  the  Surgeon.  General. 

51.  The  senior  medical  ofiiccr  of  each  iiospital,  post,  regiment,  or  de- 
tachm.eut,  will  make  monthly  to  the  Medical  Director,  and  quarterly  to 
the  Surgeou  General,  a  report  of  sick  and  wounded,  of  deaths,  and  of 
discharges  for  di.''ability  (Form  1);  and  transmit  monthly  to  the  Surgeon 
General  a  copy  of  the  Statement  of  l^ic  Hospital  Fund  (Form  19). 

r>2.  After  surgeon's  call,  he  will  make  a  morning  report  of  the  sick  to 
the  counnauding  officer  (Form  15). 

03.   Every  medical  officer  will  report  to  the  Surg;eon  General  and  t© 
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the  Medical  Director,  the  date  when  he  arrives  at  a  station,  or  when  ho 
leaves  it,  and  his  orders  in  the  case,  stating  their  nature,  number,  date 
and  source,  and  at  the  end  of  each  month,  whenever  not  at  his  station, 
whethei*  on  service  or  on  leave  of  absence ;  and  when  on  leave  of  ab- 
sence, his  post-office  address  for  the  next  month. 

54.  They  will  promptly  acknowledg-e  the  receipt  of  all  orders  relating 
to  their  movements;  and  in  all  official  communications,  when  at  stations 
the  positions  of  wliich  are  not  well  known,  they  will  state  the  nearest 
post-office  or  well  known  place. 

55.  When  it  is  necessary  to  employ  a  private  physician  as  medical  of- 
ficer, the  Medii^al  Director,  or  if  circumstances  preclude  reference  to  him, 
the  commanding  officer  may  execute  a  writfen  contract  (notifying  the 
Medical  Director),  conditioned  as  in  Form  16,  at  a  stated  compensation, 
not  to  exceed  $50  a  month  v/hen  the  number  of  officers  and  men,  with 
authorized  laundresses,  is  100  or  more;  $40  when  it  is  from  50  to  100, 
and  $  30  when  it  is  under  50. 

56.  But  when  he  is  required  to  abandon  his  own  business,  and  give 
his  whole  time  to  the  public  service,  the  contract  may  be  not  to  exceed 
$80  a  mouth;  and  not  to  exceed  $  100,  besides  transportation  in  kind, 
to  be  furnished  by  the  Quartermaster's  Department,  where  he  is  required 
to  accompany  troops  on  marches  or  transports.  But  a  private  physician 
will  not  be  employed  to  accompany  troops  on  marches  or  transports,  ex- 
cept by  orders  from  the  War  Department,  or,  in  particular  and  urgent 
cases,  by  the  order  of  the  officer  directing  the  movement. 

57.  And  when  a  private  physician  is  required  to  furnish  niediciues,  he 
will  be  paid  in  addition  from  25  to  50  per  cent.,  to  bo  determined  by  the 
Surgeon  General,  on  the  amount  allowed  by  contract. 

58.  In  all  cases,  a  duplicate  of  the  contra'ct,  with  a  particular  statement 
appended,  of  the  circumstances  which  -make  it  necessary,  will  be  trans- 
mitted forthwith  to  the  Surgeon  General  for  approval ;  and  the  command- 
ing officer  for  the  time  being,  or  the  Medical  Director,  Avill  at  once  discon- 
tinue it,  whenever  the  necessity  for  it  ceases,  or  the  Surgeon  General  niay 
80  direct. 

59.  The  physician's  account  of  pay  due  must  be  sent  to  the  Surgeon 
General  for  payment,  vouched  by  the  certificate  of  the  commanding  offi- 
cer, that  it  is  correct  and  agreeable  to  contract,  and  that  tiie  services  have 
been  duly  rendered.  Bi,\t  on  the  frontier  or  in  the  field,  when  it  cannot 
conveniently  be  submitted  to  the  Surgeon  General,  the  contract  having 
already  received  his  approval,  the  account  may  be  paid  on  the  order  of 
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the  commandiug-  officer,  not  to  exceed  the  regulated  amount,  by  a  Quar- 
termaster or  a  medical  disbursing  officer. 

60.  Private  physicians,  employed  by  contract,  will  conform  to  the  re- 
gulations, and  accordingly  will  keep  all  the  records,  and  make  the  reports, 
requisitions,  and  returns  required  from  medical  officers.  They  will  not 
be  granted  leave  of  absence. 

f)J.  When  medical  attendance  is  required  by  officers  or  enlisted  men 
on  service,  and  the  attendance  of  a  medical  officer  cannot  be  had,  the  offi- 
cer, or  if  there  be  no  officer,  then  the  enlisted  man,  may  employ  a  private 
physician,  and  a  just  account  therefor  will  be  paid  by  the  Medical  Bureau. 

62.  The  account  will  set  out  the  name  of  the  patient,  the  date  of  and 
charge  for  each  visit,  and  for  medicines.  The  physician  will  make  a  cer- 
tificate to  the  account  in  case  of  an  officer,  or  affidavit  in  case  of  an  en- 
listed man,  that  the  account  is  correct,  and  the  charges  are  the  customary 
charges  of  the  place 

63.  The  officer  will  make  his  certificate,  or  the  enlisted  man  his  affida- 
vit, to  the  correctness  of  the  account,  that  he  was  on  service  at  the  place, 
and  stating  the  circumstances  preventing  him  from  receiving  the  services 
of  a  medical  officer. 

64.  When  the  churge  is  against  an  officer,  he  will  pay  the  account  if 
practicable,  and  transmit  it  to  the  Medical  Bureau  for  reimbursement,  hi 
all  other  cases,  the  account  will  be  transmitted  to  the  Medical  Bureau  for 
settlement. 

65.  If  the  charge  is  against  a" deceased  officer  or  enlisted  man,  the  phy- 
sician will  make  the  affidavit,  before  required,  to  the  account,  and  that  he 
has  been  paid  no  part  of  it. 

66.  No  charges  for  consultation  fees  will  be  paid  by  the  Medical  Bn- 
reau;  nor  will  any  account  for  medical  attendance  or  medirines  be  paid, 
if  the  officer  or  enlisted  man  be  not  on  .service. 

67.  A  hoard  of  not  less  than  three  medical  'officers  will  Im>  appointed 
from  time  to  time,  by  the  Secretary  of  War,  to  examine  applicants  for 
appointment  of  assistant  surgeons  in  the  regular  army,  and  assistant  sur- 
geons for  promotion.  And  no  one  shall  be  so  appointed  or  promoted 
until  so  examined  and  found  qualified. 

6H.  Tlie  board  will  scrutinize  rigidly  the  moral  hnbits.  j)r()fe3sional 
acquirements,  and  physical  qualifications  of  the  candidates,  and  report 
favorabjy,  either  for  appointment  or  promotion,  in  no  case  admitiiug  of  a 
reasonable  doubt.     ' 

69    The  Secretary  of  War  will  designate  the  appliounta  to  t)e  examined 
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for  appointmeut  of  assistant  surgeon.*  They  must  be  between  21  and  25 
years  of  age.  The  board  will  report  their  respective  merits  in  the  several 
branches  of  the  examination,  and  their  relative  merit  from  the  whole;, 
agreeablj"^  whereto,  if  vacancies  happen  within  two  years  thereafter,  they 
Avill  receive  appointments  and  take  rank  in  the  medical  corps. 

70.  When  an  assistant  surgeon  has  served  five  years,  he  is  subject  to 
be  examined  for  promotion.  If  he^  decline  ^e  examination,  or  be  found 
not  qualified  by  moral  habits  or  professional  acquirements,  he  ceases  to 
be.,a  medical  ofiicer  of  the^army. 

71.  An  applicant  for  appointment  failing  at  one  examination,  may  be 
allowed  a  second  after  two  years ;  but  never  a  third. 

72.  The  Secretary  of  War  will  appoint,  on  the  recommendation  of  the 
Surgeon  General,  from  the  enlisted  men  of  the  army,  or  cause  to  be  en-  ■ 
listed,  as  many  coilipetent  hospital  stewards  as  the  service  may  require. 

73.  The  senior  medical  ofiicer  of  a  command  requiring  a  steward,  may 
recommend  a  competent  non-commissioned  ofiicer  or  soldier  to  be  ap- 
pointed, which  recommendation  the  commanding  ofiicer  shall  forward  to 
the  Adjutant  and  Inspector  General  of  the  Anny,  Avith  his  remarks  there- 
on, and  with  the  remarks  of  the  company  commanded. 

74.  When  no  competent  enlisted  man  can  be  procured,  the  medical  of- 
ficer will  report  the  fact  to  the  Surgeon  General.  Applications  and  testi- 
monials of  competency,  irom  persons  seeking  to  be  enlisted  for  hospital 
stewards,  may  be  addressed  to  the  Surgeon  General. 

75.  The  commanding  ofiicer  may  re-enlist  a  hospital  steward  at  the 
expiration  of  his  terra  of  service,  on  the  recommendation  of  the  medical 
ofiicer.  ^ 

76.  No  soldier,  or  citizen,  will  be  recommended  for  appointment  who 
is  not  Icnoicn  to  be  temperate,  honest,  and  in  every  way  reliable,  as  well 
as  sufiiciently  intelligent,  and  skilled  in  jiharmacy,  ibr  the  proper  dis- 
charge of  the  responsible  duties  likely  to  be  devolved  upon  him.  Until 
this  is  knotcn,  he  will  be  appointed  an  acting  steward  by  the  medical  ofii- 
cer, with  the  approval  of  the  couimauding  ofiicer,  and  wjll  be  entitled  to 
the  pay  and  allowances  of  hospital  stCAvard. 

77.  Hospital  stewards,  appointed  by  the  Secretary  of  War,  Avheuever 
stationed  in  places  whence  no  post  return  is  inadi;  to  the  Adjutant  Gene- 
ral's ofiice,  or  when  on  furluugh,  will,  at  the  end  of  every  month,  report 
themselves,  by  letter,  to  the  xVdjutant  and  Inspector  Geneial  and  Surgeon 
General,  as  well  as  to  the  Medical  Director  of  the  military  department  in 
which  they  may  be  serving;  to  each  of  whom  they  will  also  report  each 
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new  assignment  to  duty,  or  cbange  of  station,  ordered  in  their  case, 
noting  carefully  the  number,  date,  and  source  of  the  order  directing-  the 
same.  They  wjll  likewise  report  monthly,  when  ou  furlough,  to  the  me- 
dical officer  in  charge  of  the  hospital  to  -which  they  are  attached. 

78.  The  jurisdiction  and  authority  of  courts  martial  are  the  s^me  with 
reference  to  hospital  ste\vards  as  in  the  cases  of  other  enlisted  men.  When, 
however,  a  hospital  steward  is  sentenced  by  an  inferior  court  to  be  re- 
duced to  the  ranks,  such  sentence,  though  it  may  bqi^pproved  by  the" 
reviewing  officer,  will  ;iot  be  carried  into  effect  until  the  case  has  been 
referred  to  the  Secretary  of  War  for  final  action.  In  these  cases  of  re- 
duelion,  the  application  of  the  man  for  discharge  from  service,  though 
not  recognized  as  of  right,  will  generaUy  be  regarded  with  favor,  if  his 
offence  has  not  been  of  too  serious  a  nature,  and  especially  when  he  has 
not  been  recently  promoted  from  tli(>  ranks. 

79.  Ag  thef  hospital  stewards,  api)ointed  by  the  Secretary  of  War,  are 
permanently  attached  to  the  Medical  Department,  their  accounts  of  pay, 
clothing,  &c.,  must  be  kept  by  the  medical  officers  under  whose  imme- 
diate direction  they  are  serving,  who  are  also  responsible  for  certified 
statements  of  such  accounts,  and  c{#rcct  descriptive  lists  of  such  stewards, 
to  accompany  them  in  case  of  transfer;  as,  also,  that  their  final  state- 
ments and  ceitificates  of  discharge  are  accurately  made  out,  when  they 
are  at  length  discharged  from  service. 
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iStandard  Supply   Table  for  General  and  Post  Hospitals. 

[In  General  HospitalK,  the  supplies  for  every  100  sick  -will  correspond  with  the 
allowance  to  conjmanria  of  500  men.] 
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1 

2 

2* 

5 

"        jalapre. 

oz. 

4 

8 

12 

K) 

32 

lini. 

lb. 

8 

16 

24 

32 

64 

"■       opii, 

•       -               lb. 

h 

1 

2 

2.V 

^ 

rhei, 

lb. 

i 

.V 

i 

1 

2 

"        gabinse, 

oz. 

1 

2 

3 

4 

8 

"        sinapis  nigrse, 

lb. 

6 

12 

18 

24 

48 

"        ulmi, 

lb. 

2 

4 

6 

8 

16 

Quassias, 

lb. 

1 

1 

2 

2i 

5. 

Quiniss  sulphatis,     - 

oz. 

10-20 

20-40 

30-60 

40-80 

80-160 

Rhei, 

oz. 

4 

8 

12 

16 

32 

Sacchari, 

lb. 

20 

40 

60 

80 

160 

Saponis, 

-               lb. 

4 

8 

12 

16 

32 

ScilL-B, 

oz. 

4 

8 

12 

16 

32 

Serpentarije, 

lb. 

i 

2 

2.i 

5 

Sodse  bicarbonatiH, 

lb. 

2 

0 

8 

16 

"     boratis, 

lb. 

k 

2 

2.J- 

5 

"      et  potass:  tartratis, 

lb. 

3 

9 

12 

24 

Spigelia;, 

lb. 

h 

2 

2.V 

5 

Spiritus  ammon:  aroraatici. 

oz. 

2 

6    - 

^, 

16 

"        setheriH  compositi, 

lb. 

i 

2 

2.i 

5 

"              "        nitrici, 

lb. 

2 

6 

8 

16 

"        lavandulaj^.comp : 
"        vini  gallici. 

lb. 

i 

2 

2k 

5 

bott. 

12 

24 

36 

48 

96 

Strychnia), 

dr. 

1 

2 

3 

4 

8 
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•SUPPLY  TABLE  FOR  HOSPITALS— Continued. 


' 

Quantities 

for  one  year  for 

command 

s  of 

AnTin.Es. 

o  o 

I— 1  o 

is 

i§ 

g 

1 

P 

1 

Siilphuris  loti. 

lb. 

,-, 

3 

4 

8 

Syrupi  sci^p; 

lb. 

G 

9 

12 

24 

Tiuctur;ii  aconifi  radiois, 

lb. 

"2 

3 

4 

8 

"          <li{];italis. 

oz. 

H 

12 

IG 

32 

^igotje  (I>ibHii),    ■ 

oz. 

8 

12 

IG 

32 

"          ferri  chloiidi, 

lb. 

1 

2 

2,^ 

5 

veratri  veridis, 

oz. 

8 

12 

16 

32 

Ungueuti  hydrargyri, 

lb. 

o 

3 

4 

8 

"                 "     '      nitratiP, 

lb. 

1 

o 

2^ 

5 

Veratrise, 

dr. 

2 

3 

4 

8 

Vinj  colchici  semiuis. 

lb 

1 

2 

2i 

5 

Zinci  acetatis,     '     - 

oz. 

2 

3 

4 

8 

"     chloridi, 

oz. 

1 

1 

2 

3 

•'     sulpliafis. 

oz. 

2 

3 

4 

8 

INSTRUMENTS. 

Amputating, 

sets. 

1 

1 

1 

1 

2 

Ball  forceps, 

up. 

1 

1 

1 

1 

2 

Bougies,  gum  elastic  (1  to  12), 

no. 

C 

6 

6 

6 

6 

metallic  (assorted). 

no. 

6 

6 

6 

6 

6 

Buck's  sponge  holder  for  the  throat. 

no. 

1 

1 

1 

1 

1 

Catheters,  gnm  elastic  (2  to  10), 

no. 

G 

G 

6 

6 

6 

silver  (3,  G,  9), 

no. 

3 

3 

3 

3 

3 

"          CHseg, 

no. 

1 

1 

1 

1 

1 

Cupping  glasses,  or  tins, 

no. 

12 

12 

18 

18 

24 

Dissecting, 

sets. 

1 

1 

1 

1 

1 

Lancets,  spring,*     -                • 

no. 

1 

1 

1 

1 

2 

"     !  thumb. t 

no. 

o 

2 

3 

4 

6 

Needles,  surgeons',  with  cases. 

no. 

6 

G 

6 

G 

12 

Obstetrical. 

sets. 

1 

1 

1 

1 

1 

Pock.-t, 

sets. 

J_ 

1 

1 

1 

1 

Probangs, 

no. 

6 

G 

6 

G 

6 

Pulleys, 

sets. 

1 

1 

1 

1 

1 

Scariticators,            -      ' 

no. 

2 

o 

2 

3 

4 

Splints  (assorted), 

sets. 

1 

1 

1 

1 

1 

Stethoscopes, 

no. 

1 

1 

1 

1 

1 

Stomach  pump  and  case, 

no. 

1 

1 

I 

1 

1 

Syringe,  enema,* 

no. 

3 

3 

3 

3 

6 

penis,  glass, 

lio. 

o 

4 

6 

8 

16 

"       metallic. 

no. 

6 

18 

18 

24 

36 

vagina, II 

no. 

3 

3 

3 

3 

6 

Teeth  extracting, 

sets. 

I 

1 

1 

1 

2 

Tongue  depressor  (hinge),    - 

no. 

t 

1 

1 

1 

2 

Tourniquets,  field. 

no. 

4 

4 

6 

6 

10 

spiral, 

no. 

1 

1 

2 

2 

4 

Four  extra  fleams  to  each  lancet.      tWith  cases.      +  1  Davidson's;  1,  4  oz.,  1.  8  ox. 
II  1  har'l  India  rubber;  2  glass. 


m 


REGULATiaNS   FOR   THE 


SUPPLY  TABLE  FOR  HOSPITALS— Ooiitinuod. 


- 

Quantities 

for  one  year 

^r 

commands  of 

ARTICLES. 

|d 

^ 

^ 

g 

^8' 

g 

n 

i 

1 

Trepanning, 

sets. 

1 

1 

1 

1 

1 

Trocars  (1  small), 

no. 

1 

1 

1 

i 

o 

Trusses,  hernia, 

no. 

3 

6 

9 

24 

BOOKS. 

Anatomy, 

cop. 

1 

1 

i 

1 

Chemistry, 

cop. 

1 

1 

1 

1 

Dispensatory, 

cop. 

1 

1 

1 

1 

Medical  Dictionary, 

cop. 

1 

1 

1 

1 

"      Formulary, 

cop. 

1 

1 

1- 

1 

"      Jurisprudence  and  Toxicology,          cop. 

1 

1 

1 

1 

"      Practice,     - 

cop. 

1 

,  1 

1 

1 

Obstetrics, 

cop. 

1 

1 

1 

1 

Regulations  for  Med.  Dep't, 

cop. 

1 

1 

1 

2 

Surgical, 

cop. 

1 

1 

1 

1 

Blank, 

cop. 

2 

2 

0 

4 

Case, 

no. 

1 

1 

1 

1 

Order  and  Letter,     • 

no. 

1' 

1 

1 

X 

Prescription, 

no. 

1 

1 

1 

1 

Register,                    -                • 

no. 

1 

1 

1 

1 

Requisitions,       ^ 

^ 

Returns,                >    - 

no. 

1 

1 

1 

1 

1 

Reports  of  sick,  > 

HOSPITAL  3T0UE.S. 

Arrow  root,              -               - 

lb. 

5 

10 

1.5 

20 

40 

Barley, 

lb. 

20 

40 

60 

80 

160 

Cinnamon, 

lb. 

i 

1 

2 

2-1 

5 

Cloves, 

0%. 

4 

8 

12 

16 

32 

Cocoa, 

lb. 

10 

20 

30 

40 

80 

Farina, 

-     lb. 

5 

10 

15 

20 

40 

Ginger,  ground  (Jamaica),     • 

lb. 

i 

1 

2 

2.1- 

5 

Nutmegs, 

oz. 

4 

8 

12 

]6' 

32 

Tea, 

lb. 

20 

40 

60 

80 

160 

Whiskey,  bottles  of. 

doz. 

2 

4 

6 

8* 

1^ 

Wine,  bottles  of,       -      • 

doz. 

o 

4 

6 

8 

16 

BEDDING. 

Bed  sacks, 

no. 

10 

20 

30 

40- 

80 

Bedsteads,  iron. 

no. 

6-10 

12-20 

18-30 

24-40 

46-80 

Blankets,  woolen,   - 

no. 

10-20 

20-40 

30-60 

40-80 

80-160 

Coverlets, 

no. 

10 

20 

30 

40 

80 

Gutta  percha  cloth, 

yds. 

4 

6 

8 

10 

16 

Mattresses, 

no. 

2 

4 

6 

8 

16 

Musquito  bars, 

no. 

6-10 

12-20 

18-30 

24-40 

48-80 

*In  general  bogpitaU 
dozen  bottles. 


the  supply  of  whiskey  for  one  year,  for  100  sick,  will  be  32 
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SUPPLY  TABLE  FOR  HOSPITALS— ContftiW«tf. 


Quantities 

for  one  year  for 

commands  of 

ARTICLES. 

§c 

^ 

^ 

. 

%" 

S^ 

1 

1' 

o  o 

1° 

£2 

8* 

fe 

f^ 

fc 

o 

2 

Pillow  cases, 

no. 

25 

50 

75 

100 

200 

"      ticks. 

no. 

10 

20 

30 

40 

80 

Sheets, 

no. 

40 

80 

120 

200 

400 

FURMTURE,    DRKSSINO,    ETC. 

Bandages,  suspensory,* 

no. 

4 

8 

12 

16 

32 

Binder's  boards,!      -' 

no. 

4 

6 

8 

12 

16 

Corks,  assorted, 

doz. 

12 

24 

36 

48 

96 

Cork  Hcrewg,            - 

no. 

1 

1 

2 

2 

3 

Cotton  batting, 

lb. 

I 

2 

3 

4 

8 

"       wadding. 

lb. 

1 

2 

3 

4 

8 

Flannel,  red. 

yds. 

5 

lb 

15 

20 

40   ' 

Funnels,  glass. 

no. 

1 

1 

2 

2 

♦ 

tin. 

no. 

1 

1 

2 

2 

2 

Hatcbeta,                                  -     • 

no. 

1 

1 

o 

2 

2 

Hones  (in  wood),^    - 

no. 

I 

1 

1 

1 

Ink  powder. 

papers. 

2 

2  , 

3 

3 

4 

Inkstands, 

no. 

1 

1 

2 

2 

2 

Linen, 

yds. 

5 

10 

15 

20 

40 

Lint. 

lb. 

4 

6 

8 

10 

20 

Measures,  graduated, 

no. 

3 

3 

4 

6 

6 

tin, 

sets. 

1 

1 

1 

1 

1 

Medicine  cups  and  glasges,^ 

no. 

3 

6 

9 

12 

24 

Mills,  coffee. 

no. 

o 

2 

2 

3 

4 

Mortars  and  pestles,  glass,     - 

no. 

1 

1 

•  o 

2 

2 

"        iron,      • 

no. 

1 

1 

I 

1 

1 

'•         "         "        wedge-vvood. 

no. 

1 

2 

2 

3 

3 

Muslin,                       -         .       - 

yds. 

25 

50 

75 

100 

200 

Needles,  sewing, 

no. 

25 

25 

25 

25 

50 

Oiled  silk,  or  gutta  percha  tissue,  or 

India  rubber  tissue, 

yds. 

* 

6 

6 

8 

1--} 

Pans,  bed, 

no. 

a 

» 

a 

♦ 

5 

Paper  envelopes, ||    - 

no. 

100 

li>5 

150 

200 

250 

Paper,  filtering. 

quires. 

i 

1 

2 

2 

3 

wrapping,     - 

quires. 

10 

12 

15 

15 

20 

writing.*! 

quires. 

12 

20 

20 

"^ 

20 

Pencils,  hair, 

no. 

12 

18 

24 

3?) 

5& 

lead, 

no. 

6 

8 

10 

12 

18 

Pens,  steel. 

doz. 

2 

3 

3 

4 

6 

Pill  boxes. 

papers. 

3 

6 

9 

12^ 

24' 

"   machine,                           • 
Pins,  assorted,                   ■    - 

no. 

1 

1 

1 

1 

1- 

papers 

2 

4 

6 

8 

1'6 

Quills, 

no. 

25 

25 

50 

50 

50 

Rain  gauges, 

no. 

1 

1 

1 

1 

1 

*  Assorted.  1 18  inches  by  4.  1 4  inches  by  1.  §  2  cups  to  1  gla«8.  ||  Assorted,  3 
Hizes — "Official  business"  printed  on  each.  IT  Foolscap,  letter  and  note — white-, 
blue  ruled. 
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HEGULATIONS    FOR    THE 


SUPPLY  TABLE  FOR  HOSPITALS— Coutiuued. 


, 

Quantities 

for  cue 

year 

for 

commands  of 

ARXICLES.    ■ 

o    . 

Q 

o      : 

. 

• 

Oo 

§§' 

"8  1 

a 

gG^^ 

S" 

a^  1 

a 

£3 

1^ 

£2  1 

^         : 

1- 

llazorB, 

no. 

1 

.  1 

! 
1    i 

1 

2 

Razor  strops,  ~        - 

no. 

1 

1 

1 

1 

2 

Scales  and  weights,  apothecary's, 

sets. 

1 

1 

2 

2 

2 

"    ■    "          '*        shop,      - 

sets. 

1 

1 

1 

1' 

1 

Scissors, 

no. 

2 

2 

2 

3 

4 

Sheep  skins,  dressed. 

no. 

■     4 

6 

8 

10 

12 

Silk,  surgeons', 

oz. 

i 

i 

* 

i 

1 

"    green,                •                -     ,           - 

yds. 

i 

1 

2 

2k 

5 

Spatulas,                   -               -               - 

no. 

3 

3 

4 

6" 

12 

Sponge, 

lb. 

i 

i 

i 

^ 

1 

Tape,* 

pieces. 

4 

8 

12     ! 

16 

32 

Thermometers  and  hj'drometerg. 

no. 

o 

2 

2     1 

o 

2 

Thermometers, 

no. 

1 

1 

1     1 

1 

1 

Thread,  linen,- 

oz. 

4 

4 

6     i 

6 

8- 

Tiles, 

no. 

2 

3 

3     i 

3 

4 

Tow, 

lb. 

1 

2 

o 

3 

5 

Towels,                      -                ■                - 

no. 

20 

30 

50- 

75 

150 

Twine, 

lb. 

1 

1 

U  1 

U 

3 

Urinals,                      -                •           '    - 

no. 

2 

3 

5     1 

6 

10 

Vials,  assorted, 

doz. 

6 

12 

18 

24 

48 

Wafers  (i  oz.  boxes). 

no. 

1 

1 

2     ' 

2 

3 

Wax,  sealing. 

sticks. 

3 

3 

4     i 

4 

6 

*One  quarter,  woolen;  three  quarter.^,  cotton. 


If  the  following  articles  of  Hospital  Furniture  cannot  be  obtained  with  thn  hoi*, 
pital  fund,  they  may  be  procured  from  a  medical  disbursing  officer,  or,  by  special 
requisition,  from  a  quartermaster. 


ARTICLES. 


Basins,  wash. 

Bowls. 

Boxes,  pepper  and  salt. 

Brushes, 

Buckets. 

Candlesticks. 

Clothes  lines. 

Cups. 

Dippers  and  ladles. 

Graters. 

Gridirons. 


Kettles,  tea. 
Knives  and  forks. 
Lanterns. 
Locks  and  keys. 
Mugs. 
Pans,  frying. 

"      sauce. 
Pitchers. 
Plates. 
Pots,  chamber  and  chair. 

"     coffee  and  tea. 


Pots,  h-ou. 

Sadirons. 

Shovels,  fire. 

Skillet,  with  cover. 

Snuffers. 

Spoons. 

Tongs  and  pokers. 

Tumblers. 

Woods'.iws. 
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Standard  Supply   Table  for  Field  Service. 


Quantities. 

S  i 

B     . 

►.  . 

ARTICLES. 

11 

■5  CO 

K 

n 

0 

MEDICINES. 

Acidi  nitrici,                                                                  -               lb. 

i 

i 

i 

"     aulph.  aromatici, 

lb. 

1 

1 

1 

tannici, 

oz. 

2 

1 

1 

Alcobolis, 

bott. 

6 

4 

2 

AliiiuiniH, 

• 

lb. 

1 

^• 

i 

Aniraoniaj  carbonatic, 

oz. 

16 

8 

4 

Antimonii  et  potass,  tartratip 

, 

oz. 

2 

1 

1 

Argenti  nitratis  (fused), 

oz. 

4 

2 

1 

Camphoree, 

lb. 

4 

2 

1 

Cerati  refsinse, 

lb. 

2 

1 

i 

"      Himplicis,     - 

lb. 

8 

4 

2 

Chloroformi, 

lb. 

2 

1 

1 

Copaibse, 

lb. 

2 

1 

* 

Creasoti, 

oz. 

2 

1 

1 

Cupri  sulphatis, 

oz. 

4 

2 

.  1 

Emplastri  adbaesivl, 

yds. 

15 

8 

4 

"        cantharidig, 

lb. 

4 

2 

1 

icthyocollae, 

yds. 

2 

1 

1 

Extract!  colocynthidis  comp. 

oz. 

16. 

8 

4  ■ 

"        glycyrrhizae, 

lb. 

2 

1 

i 

Hydrargyri  chloridi  corrosivi 

, 

oz. 

i 

i 

mitis, 

lb. 

2 

I 

i 

lodinii, 

oz. 

4 

2 

\ 

Liquoris  ammonise, 

lb. 

4 

2 

1 

"        potass,  arsenitis.  * 

oz. 

4 

2 

1 

Magnesise  sulphatis, 

lb. 

25 

15 

10 

Massajpil;  hydrargyri, 

oz. 

16 

8 

4 

Morphiac  sulphatis, 

dr. 

4 

2 

1 

Olei  menthsB  piperitae. 

oz. 

2 

1 

"    oliva;, 

bott. 

8 

2 

"   ricini, 

qt  bott. 

12 

3 

"    terebinthinae. 

qt.  bott. 

8 

2- 

".  tiglii, 

dr. 

2 

1 

Pilul:  cathartic:  comp:  (U. 

S.). 

doz. 

8 

2 

"      opii  (U.  S.), 

doz. 

8 

2 

Plumbi  acetatis, 

lb. 

2 

i 

Potassai  bitartratiB, 

lb. 

2 

^ 

chloratig, 

lb. 

2 

k 

nitratis, 

lb. 

i 

Potassii  iodidi. 

oz. 

2 

Pulveris  acaciae. 

lb. 

1 

"        capsici, 

lb. 

i 

ferri  per  sulphatis, 

oz. 

1 

ipecacuanhse, 

lb. 

i 

et  oph, 

lb. 

'  i 

i 

lini, 

lb. 

16 

8 

4 

opli. 

lb. 

2 

t 

rhel. 

lb. 

^ 

i 

u 


^mjl^ATIOKS   FOR   THll 


SUPPLY  TABLE  FOR  FIELD  SERVICE— Continued. 


Quantities. 

li 

d    . 

>» 

ARl-lCLES. 

;2S 

tf 

fq 

o 

Pulveria  sinapis  nigrae, 

lb. 

12 

6 

3 

Quiniaj  sulphatis, 

oz. 

24 

12 

6 

Sacchari, 

lb. 

10 

5 

2 

Saponis, 

lb. 

8 

4 

2 

Sodffi  bicarbonatis, 

lb. 

1 

•     i 

i 

Spiritus  aramonise  aromaticl, 

oz. 

4 

2 

2 

"        setheris  nitrici, 

lb. 

2 

1 

* 

vinigallici, 

bott. 

12 

6 

4 

Syrupi  scilljc, 

lb. 

3 

2 

h 

Tinctura:  ciuchonEe  comp.,     - 

lb. 

4 

2 

1 

"         columbse, 

lb. 

4 

2 

1 

ferri  chloridi, 

lb. 

1 

* 

i 

"         gentianje  comp., 

lb. 

.    4 

2 

1 

opii, 

oz. 

16 

8 

6 

"         veratri  viridis, 

oz. 

4 

2 

1 

Unglienti  hydrargyri, 

lb. 

1 

i 

I 

nitratis, 

lb. 

i 

i 

Vini  colchici  semlnis, 

lb. 

1 

i 

t 

Zinci  acetatis, 

oz. 

2 

1 

1 

"     sulphatis, 

oz. 

2 

1 

1 

INSTRUMENTS. 

" 

Amputating,     ■     • 

Bets. 

.  2 

1 

1  " 

Ball  forceps, 

no. 

2 

1 

1 

Bougies,  gum.  elastic  (1  to  12), 

no. 

6 

6 

6 

"         metallic  (assorted). 

no. 

6 

6 

6 

Catheters,  gum  elastic  (2  to  10). 

.no. 

6 

6 

6 

silver  (3,  6,  9), 

no. 

3 

3 

3 

"         cases, 

no. 

1 

1 

1 

Cupping  glasges,  or  tine,* 

no. 

12 

8 

6 

Lancets,  spring. 

no. 

1 

1 

1 

"        thumb  (with  cases), 

no. 

4 

2 

^ 

Needles,  surgeons'  (with  cases). 

no. 

12 

G 

6 

Pocket, 

sets. 

1 

1 

1 

Probangg, 

no. 

6 

4- 

t 

Scarificators, 

no. 

2 

1: 

1 

Splints  (assort^), 

sets. 

t 

I. 

1- 

Syringes,  enema  (assortfed),^ 

no. 

4- 

2 

'      k 

"         penis,  glass, 

no. 

1 

4' 

!      2 

"      India  rubber, 

no. 

e 

4 

I      3 

Teeth  extracting, 

gets. 

I 

1 

1 

Tbngne  depressor  (hinge),     - 

no. 

1 

1 

^ 

Tourniquets,  field, 

no. 

12 

6 

"           spiral, 

no. 

rt 

1 

1      1- 

Trepanning, 

sets. 

1 

•1 

1      1 

Trocai-8  (1  small). 

no. 

2 

1 

1      I 

Trussoi!,  hernia, 

■             no. 

6 

3 

1      2 

Half  glfi88,  half  tin.     1 1  Davidsou'ij;  1  hard  rubber,  6  o«. 
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SUPPLY  TABLE  FOR  FIELD  SERVICE— Continued. 


^srr —^ : —. — 

Quantities. 

2s 

a 

>i 

ARTICLES. 

.2  2 

S  «' 

—  o 

eS  o 

« 

P5 

p 

BOOKS. 

Anatomy  (gnrerical), 

cop. 

1 

1 

Medical  Practice, 

C"p. 

1 

1 

Regulations  for  medical  department. 

cop. 

1 

1 

Surgery  (operative),                •              .     - 

cop. 

1 

1 

Thompson's  Conspectus, 

cop. 

1 

1 

Blank, 

no. 

5 

5 

HOSPITAL  STORES. 

Arrow  root,     • 

lb. 

10 

5 

3 

Caii.lies  (sperm),* 

lb. 

2 

I 

1 

FariDi, 

lb. 

10 

5 

3 

GiriRer  (fluid. extract). 

lb. 

1 

i 

i 

Nnlinegs, 

oz. 

8 

4 

2 

Tea, 

lb. 

30 

15 

7 

Whiskey,  bottles  of. 

doz. 

3 

2 

1 

BEPDINO. 

Bed  sacks. 

no. 

20 

10 

5 

Blankets  (woolen\ 

no. 

30 

15 

8 

Gutfa  percha  cloth. 

yds. 

20 

10 

5 

Musqiiito  bars, 

yds. 

20 

10 

5 

Pillow  ticks. 

no. 

20 

10 

5 

FimMTUHK   ASV   DRESSINGS. 

Bandages, t  roller,  assorted, 

doz. 

14 

7 

4 

"         suspensory,  asB'irtrd, 

no. 

12 

4 

Binders'  hoards  (18  inches  by  4). 

no. 

18 

9 

^ 

Corks,  assorted. 

doz. 

12 

6 

3 

Corkscrews, 

no. 

2 

1 

1 

Cotton  batting-, 

lb. 

2 

1 

} 

'•     .  wadding. 

lb. 

2 

1 

1 

Flannel  (red). 

yds. 

5 

3 

2 

Hatchets, 

no. 

2 

1 

1 

Hones  M  inches  by  1,  in  wood), 

»   no. 

1 

1 

1 

Ink,  2;0unce  bottles. 

no. 

12 

6 

3 

Knapsacks,  hospital,: 

no. 

2 

1 

1 

"  To  be  reserved  for  uh.t  in  surgical  operations  in  the  night, 
tl  dozen,  1  inch  wide,  I  yard  long.  2  dozen,  2  inches  wide,  3  yards  long. 

2      "      0.^        "  3  "  1      "      3  "  4. 

i      **       3l        "  5  "  i       "      4  "6 

♦According  to  pattern,  of  s*avf)e  dimensions  with  ordinary  knapsackp,  of  lighir 
material,  and  to  be  covered  with  canvas.  It  is  to  be  carried  on  a  march  or  in  battl*, 
by  a  hospital  orderly,  who  is  habitually  to  follow  the  medical  officer.  The  purpose 
of  this  knapsack  is 'to  carry  such  insirnmcnts,  dressings,  and  medicines,  as  may  b« 
ueeded  in  an  einorgcncv  on  th(<  march  or  m  the  field. 

2 


ms 


KEGULATIONS  FOR  THE 


SUPPLY  TABLE  FOR  FIELD  SERVICE— Continued- 


Quantities. 

li 

«    . 

ts 

AKTICLES, 

iS  o 

is 

5  2 
is" 

1^ 

Pi 

fQ 

o 

Lanterns, 

.         1 
no. 

4 

o 

1 

Lint, 

lb. 

8 

4 

2 

Litttrs  and  stretchers,  hand, 

nt). 

10 

5 

2 

*'       horse,* 

no. 

Measurep,  graduated,  assorted,! 

no. 

4 

.     2 

2 

Mtdiciiie  chests'. 

no. 

1 

1 

1 

"        cups  iinrl  glasses,* 

no. 

6 

3 

2 

"        punnivrs. 

no 

Jless  chests  (sue  note), 

no. 

1 

1 

1 

Mills,  cetTe-,                                -                    - 

no. 

2 

1 

1 

Mortars  aud  pestles,  wedgewood  (small), 

no. 

2 

1 

1 

Muxlin, 

yds. 

20 

10 

5 

Needles,  sewing  (assorted,  in  a  case), 

no. 

25 

25 

25 

Oiled  nUk  or  gutta  percha  tissue,  or  India  rubber 

tissue, 

yds. 

•     8 

4 

2 

Pans,  bed,§ 

no- 

2 

1 

1- 

Paper  envelopop,  a88orted,|| 

no. 

100 

50 

25 

Pai.er,  wrapping, 

quires. 

6 

3 

1 

"       writiiig,TI 

quires. 

12 

6 

3 

PencilH,  hHir, 

no. 

24- 

12 

6 

"        lead,  of  Faber's  make,  No.  2,    ■ 

no. 

12 

6 

3 

Pens,  steel, 

doz. 

4 

2 

1 

Pill  boxes,  wood, 

papers. 

2 

1 

1 

tio, 

no. 

6 

6 

6 

Pins,  assorted,  large  and  medium, 

-       papers. 

4 

2 

2 

Rtzorn, 

no. 

1 

1 

1 

Razor  stropF, 

no. 

1 

1 

1 

S'jule-  aud  weightp,  apothecary'^,           -                « 

BetH. 

1 

1 

1 

S  issors, 

no. 

4 

2 

2 

Sheep  xkins,  dressed, 

no. 

4 

2 

1 

Silk,  snrgoons", 

oz. 

i 

i 

i 

*'    gre«?D, 

yds. 

1 

i 

i 

Spatulas, 

no. 

6 

3 

2 

Sponge,  washed, 

lb. 

1 

i 

i       i  ■ 

Store  che»t, 

no. 

1 

1 

1 

Tape, 

pieces. 

4 

2 

i       1 

Ttir-ead  linen, 

oz. 

2 

1 

1 

Tiles, 

no. 

2 

1       1 

1 

T"wels,                                      -»   - 

no. 

40 

20 

10 

Twiae, 

lb. 

k 

i 

i 

Vi.ils,  ass'^rted,  1  oz  ,  2  oz  ,     • 

doz 

4 

2 

1  - 

Wafers,  i  ounco  boxes, 

no. 

1 

1 

1 

Wax,  sealiug. 

sticks. 

!      2 

1 

1 

*  Horse  liters  required  for  service  on  ground  not  admitting  the  use  of  two 
■wheeled  carriagew,  to  be  composed  of  a  canvas  bed  similar  to^hf  present  stretcher, 
audof  two  p.tlec,  each  hix'een  feet  long,  ma'if  in  sections',  with  head  and  foot  pieces 
constructed  to  a«t  as  stretchers  to  keep  the  poles  apart. 

t(j  oz.,  2  oz  ,  miuiiii.  +2  cups  to  1  glass.  §  Of  hard  India  rubber  or  other  ma- 
terial. Shovel.  II  50  letter,  25  note,  23  large.  "  Official  business"  printed  on  each. 
^2  foelncap,  6  letter,  4  note,  whire;  biuu  ^uied. 
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NOTE  TO  PEECEDING  TABLE. 


FURNITURE  OF  MESS   CHEST. 


8  Basins,  tin. 

2  Boxes,  pepper  and  Halt. 

(i  Cups,  tin. 

4  Canistei-H,  for  tea,  cofifje,  sugar  arcl 

butter. 
'2  Dippers  and  ladles. 
1  Grater. 
1  (rridirou. 
1  Kettle,  tea.  iron. 
12  Knives  and  forks. 


(!  IMugs,  Britannia,  half-pint. 
I  Pan,  frying. 

1  Pan,  Rtuu-e. 

8  Plates  (6)  and  dishes  (2),  tin. 

2  Pots,  coffee  and  tea,  tin. 
1  I'ot,  iron. 

1  Skillet,  with  cover. 
12  Spoons,  iron  [table  (6)  and  tea  (6)]. 
1  Tray,  tin. 
6  Tumblers,  tin. 


The  Standard  Supply  Tables  contain  all  the  articles  to  be  purchased  by  medical 
purveyors,  except  on  the  orders  of  ihe  Surgeon  General;  but  any  less  quantity  may 
be  required,  or  any  article  omitted,  at  the  discretion  of  the  medical  ofticer. 
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Anchylosis, 

Atrophia, 

Bubo  Simplex, 

Debilifas, 

Diphtheria, 

P^brietas, 

EpistaxiH, 

Exostosis, 

Haeraorrhois,     - 

Ilaomatocele,     • 

Morbi  Cutis,     - 

Necrosis, 

Nostalgia, 

Odontalgia, 

Prolapsus  Ani, 

Pyaemia, 

ScirrhuH, 

Scorbutus, 

Scrofula, 

Suicidium, 

Toxicum, 

Tumores, 

Vermes, 

Morbi  VarU,      - 

"3 
1 
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Form  1— Continued. 
DISCHARGES  ON  SURGEON'S  CERTIFICATE,  AND  DEATHS. 


Name. 

e 

E 

o 

1 

2  » 

s~  j  ""^sr 

. 

A 

• 

REMARKS. 


Notes. — Discharges  on  Surgeon's  certificate,  and  deaths  occnrring  araong  those 
of  the  coinmand  not  on  pick  report,  will  be  also  repnitefl,  bnt  k<  parated  from  the 
others  by  a  double  line  drawn  across  the  page.  The  reniarkH  will,  in  each  case  of 
death,  or  di;*charge  from  the  cervice  on  Surgeon's  cerrifieate.  ^pedfy  the  manner  In 
which  the  dlseaee  orlginHted,  .when  it  Is  known  ;  at>d  will  designate  the  deaths  which 
occurred  In  casen  reported  during  a  previous  quarter — such  deaths,  not  the  cases,  to 
be  also  included  in  ihe  body  of  the  report. 

lu  every  case  of  the  death  of  an  officer,  wh«th«r  on  duty  op  not,  a  special  report 
if  to  b«  madLe  to  the  Surgeon  Gt«neraL 


FOBMS. 
Form  1— Continued. 

ENDORSEMENT. 


REPORT  OF  SICK  AND  WOUNDED 

FOR  THE 
Quarter  ending 


Station: 


SUROKOK. 


COMMAND. 


REGIMENT, 


Companies. 
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REMARKS. 

• 
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The  remarks  will  state 
how   articles    have   been 
lost,   and    by   whom   de- 
stroyed,  or    the   persons 
suspected,  <fec. 
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.  Form  13. 
army  of  the  confederate  states. 

Certificate  of  Disability  for  Discharge. 

A  B,  of  Captain 's  company  ( ),  of  the regiment  of  Confederate 

States ,  was  enlisted  by ,  of  the regiment  of ,  at ,  on 

the day  of ,  to  serve years.     He  was  born  in ,  in  the  State 

of ,  is years  of  age, feet  — —  inches  high, complexion, 

eyes,  hair,  and  by  occupation  when  enlisted  a .     During  the  last  two 

months  said  soldier  has  been  unfit  for  duty days. 

(The  company  commander  will  here  add  a  statement  of  all  the  facts  known  to 
him  concerning  the  disease  or  wound,  or  catise  of  disability  of  the  soldier;  the  time, 
place,  manner,  and  all  the  circumstances  under  which  the  injury  occurred,  or  disease 
originated  or  appeared;  the  duty,  or  service,  or  situation  of  the  soldier  at  the  time 
the  injury  was  received  or  disease  contracted,  or  supposed  to  be  contracted;  and 
whatever  facts  may  aid  a  judgment  as  to  the  cause,  immediate  or  remote,  of  the 
disability,  and  the  circumstances  attending  it.) 

Station : 

Date: 

C  D,   Covvnanding  Company. 

(When  the  facts  are  not  known  to  the  company  commander,  the  certificate  of  any 
officer,  or  affidavit  of  other  person  having  such  knowledge,  will  be  appended.) 


I  CEKTIFY  that  I  have  carefully  examined  the  said of  Captain 's  com- 
pany, and  find  him  iucapable  of  performing  the  duties  of  a  soldier  because  of  [here 
des' nibe  parfi(.ulai]y  the  disabilitj',  wound,  or  disease  ;  the  extent  to  which  it  de- 
prives him  of  the  use  of  any  limb  or  faculty,  or  affects  his  health,  strength,  activit}', 
constitution,  or  capacity  to  labor  or  earn  his  subsistence.]  The  Surgeon  will  add, 
from  his  knowledge  of  the  facts  and  circumstances,  and  trom  the  evidence  in  the 
case,  his  professional  opinion  of  the  cause  or  origin  of  the  disability. 

E  F.  Surgeon.. 

Discharged  this day  of 186    ,  at . 

,  Commanding  the  Post. 

(DupHcates.) 

NOTES— I.    When  u  probable  c'lse  for  pension,  special  care  must  be  taken  to  state  the 
degree  of  disability. 
".   The  place  where  the  soldier  desires  to  be  addressed  may  be  here  added. 
^      Fown ,  Cou)U)j ,  State . 

(Blauka  lor  this  form  are  issued  from  the  Adjutant  General's  office.] 
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REMARKS. 

The  remarks  will 
state  the  cause  of  re- 
jecting any  who  are 
examined,  <fec.  Sec. 
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Form  16. 
.  contract  with  a  private  physician. 

This  contract,  entered  into  this day  of 186 — ,  at ,  State  of 

-■ — ,  between  — '■ ',  of  the  C.  S.  Armj',  and  Dr.  --^ of ,  in  the 


Btate  of ^ " — ,  witnesseth,  that  for  the  connideration  heleafter  nientii'ned,  the 

said  Dr. promises  and  "agrf'es  to  perform  the  duties  of  a  medical  officer, 

:\greeab]y  tothe  Army  R'-gnlations,  at  — ■ {and  to  furnish  the  vecrssary  medicines). 

And  the  said  — promises  and  agrees,  on  behalf  of  the  Confederate  States,  to 

pay,  or  catise  to  be  paid,  to  the  said  Dr. -—  the  sum  of  — dollars  for  each 

ftud  every  month  he  fehTill  continue  to  perfoim  th*"  servicei*  above  stated,  which  shall 
be  his  full  compensation,  and  in  lieu  of  h11  allowances  and  emoluments-wbataoever 

(excipt  that  for  inedii  ines  furnished,  which  shall  be  'at  the  rate  of— —per  cent   on  his 

monthly  pay,  to  he  determined  by  the  Surgeon  General),  'this  contract  to  continue  till 
terminated  by  the  said  doctor,  or  the  commanding  officer  for  the  time  being,  or  the 
Surgeon  General. 

,   [SEAL.] 

Signed,  sealed  and  delivefed,  \ 
iu  presence  of  — <-^.  > 

,  [SEAL.] 


"  I  certif}"-  that  the  number  of  persons  entitled  to  medical  aitendance,  agreeably  to 

{regulations,  at ;-,  is-— i- ;  that  no  competent  physiciaJi  can  be  obtained  at  a 

lower  rale ;  and  that  the  services  of  .a  private  physician  are  necessary,  for  the  fol- 
lowing reasons:  [Here  make  the  particular  statement  required  in/J)aragraph  58; 
reporting,  also,  whether  a  medical  officer  of  rhe  army  w-as  near,  and  if  so,  that  his 
services  could  not  be  rendered;  and  when  the  contiact  allowed  $80  per  month, 
whether  it  was  necessary  for  the  physician  to  abandon  his  own  business,  and  give 
his  whole  time  to  the  public  service.] 

' -■ ,  Medical  Director, 

Or  Commanding  Ojfficer." 
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i'onu  It. 

FORM  OF  A  ]\4^DICAL  CERTIFICATE^. 

,  ■..-.■■■■ , ,  of  the regiment  of ,  having  applied  for  a  certifi- 
cate on  which  to  ground  an  application  for  leave  of  absence,  I  do  hereby  certify  that 

I  have  carefully  exHinined  this  officer,  and  fiod  that  ■■ .    '[Here  thb  nature  of 

the  disease,  wound,  or  disability,  is  to  be  fully  stated,  and  the  period  during  which 
the  officer  has  suffered  under  its  effects.]  And'  that,  iu  consequence  thereof,  he  is, 
in  my  opinion,  unfit  for  duty.     I  further  declare  my  belief  that  he  will  not  be  able 

to  resume  his  duties  in  a  less  period  than .     [Here  state  candidly  and  explicitly 

the  opinion  as  to  the  period  which  will  probably  elapse^b^fore  the  officer  will  bo 
,  able  to  resume  his  duties.  When  there  is  no  reason  lo  expect  a  recovery,  or  when 
ihe  prospect  of  recovery  is  distant  and  uncertain,  it  must  be  stated.] 


t)ated  — r^  this day  of  • 


Signature  of  the 
Medical  Officei*. 
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Adjutant  axi>  IxsrECTOij  General's  Office, 

Rfchmoud,  November  25.   18n2. 
GENERAL  ORDERS, 
No.  95. 

To  carry  into  effect  the  provisions  of  "  an  act  to  better  provide  for  the 
sick  and  wounded  of  the  army  in  hospitals,"  approved  September  27, 
1^02,  the  following  Instru(;^ions  are  published  : 

1.  The  coniniuted  vahie  of  rations  for  the  sick  and  wounded  in  hos- 
pitals, will  be  one  dollar.  Rations  for  hospital  attendants  will  be  com- 
muted at  the  rates  heretofore  fixed  by  Regulations. 

2.  Commissaries  of  Subsi.Ntence  will  transfer,  for  the  purchase  of  ne- 
cessary supplies?  for  the  sick  and  wounded,  to  the  medical  officer  in 
charge  of  a  hospital  (taking  duplicate  receipts  therefor),  sUch  purtion  of 
the  hospital  fund  as  may  be  demanded  on  requisition. 

3.  Accounts  current  of  the  portion  of  the  hospital  fund  thus  trans- 
ferred, will  be  rendered  weekly  to  the  Surgeon  General,  by  the  medical 
officer  in  charge  of-  a  hospital,  accompanied  by  vouchers  .(numbered)  for 
the  expeiiditures.  The  fractional  part  of  the  week  corresponding  with 
the  termination  of  a  month,  will  be  included  in  the  fourth  or  last  account 
current  of  the  month.     The  following  form  will  be  adopted: 

Form  18. 
Account  Current  of  the  Hospital  Fund  expended  for  the 

WEEK    COMMENCLNG    AND    ENDING    J8t)      . 

Surgeon ,  in  charge  of — '■ Hospital  at ,  in  account  with 

Confederate  States. 


186    . 

DR. 

Octobt^r           1, 

To  balance  on  hand,  bv  lost  account  current, 

55     50 

■'      .          2, 

To   amount  transtVrred  by  the  ComminKary,  for  the 

purchase  of  supplies  for  the  aubdstence  or  comfort 

• 

of  the  sick  and  wounded,          .... 
Cr.       Purchased: 

500     00 
555     50 

Voucher  No.  1, 

By  7aqt8.  milk,  at  10  cents. 

7 

00 

•  t                •«       o 

By  A.  B.,  Hospital  vSteward,  marketing,  - 

175 

00 

"    3, 

By  50  chickens,  at  25  cents, 

By  12  bu.  potatoes,  at  75  cents,         9     00 

12 

50 

..    4  ) 

By  35  lbs.  bufter,  at  30  cents,            10     50 

i 

By  28  doz.  eggH,  at  25  cents, .              7     00 

26 

50 

. 

Total  purchased, 

221     00 

Balance  on  ha 

ad, 

sl 

334 

50 

Hospital  at 


186 


Surgeon  in  Charge. 
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4.  A  copy  of  the  "statement  of  the  Hospital  Fund"  will  be  renderecl 
monthly,  by  medical  officers  to  the  Surgeon  General,  according,  to  the 
following  form : 

Form  1-9. 


STAtEMENT  OP   THE   HOSPITAL   FUND  AT 

OF 186 


FOR   THE  IMON-TH 


D,..            •                    .      . 

- 

To  bal  ince  due  hospital  last  month, 

4820 

20 

1532  raiioiis,  being  whole  aiii"Uiit  dun  this  mnntli 

f  >r  the  sick  and  woimded,  at  $  l^er  ration, 

1532 

00 

450  rations  for  hospital  attendants,  at  30  cents 

per  ration,                  -            -         '  - 

135 

00 

1667 

00 

6487 

20 

Cr.       Issued  : 

By  the  foll..wiiif,'  provisions,  at  contract  prices: 

283}  lbs  of  pork   at  10  cents  per  lb. 

28 

35 

cm    lbs   of  fresh  beef,  at  8  cents  per  lb. 

55 

'20 

i6l2i  Ihs.  <if  flour,  at  3}  ceiits^r  lb. 

56 

42 

10    lbs.  of  hard  bread,  at  4  cents  per  lb. 

0 

40 

70    lbs.  «f  rice,  St  6  cents  per  lb. 

4 

20 

5t)    lbs.  of  coffee,  at  12}  cents  per  lb. 

7 

00 

193|  lbs.  of  sugar,  at  8  cents  per  lb. 

15 

51 

17^  qrs   of  vi'Mgar,  at  5  cents  per  qt. 

0 

86 

15  5-16  lbs.  of  candles,  at  12  cents  per  lb. 

1 

83 

61  i  lbs.  of  soap,  at  6  cents  per  lb. 

3 

66 

16^  qts  of  salt,  at  3  cents  p^r  qt. 

0 

50 

12    gls.  of  molasses,  at  28  cents  per  gl. 

3 

36 

177 

31 

Transferred  : 

Aniouni  transferred  to  the  medical  officer 

in  charge,  for  tbg  purchase  of  supplies 

for  the  sul)sistHnce  or  cymfort  of  tlie 

sick  and  wounded: 

October    2,        -            -            -       500     00 

"         12,       -            -            -       250     00 

27,       -            -            ■        J50     00 

900 

00 

1077 

Total  issued  and  transferred, 
Amount  of  hospital  fund,                   .... 

31 

5409 

89 

Excess  of  fund  (over  $5,000),  to  be  returned  to  treasury, 

'  $ 

409 

89 

Balance  due  this  mo 

3th, 

5000 

00 

186 


Surgton  in  Charge, 


5.  When  a  hospital  fund  shall  exceed  five  thousand  dollars,  the  Com- 
missary of  Subsistence  having -the  fund  in  hand,  will  deposit  such  excess 
in  the  Treasury  of  the  Confederate  States,  or  other  place  of  deposit  where 
government  moneys  are  kept,  to  be  liable  to  draft  as  other  public  moneys 
are.  Commissaries  will  account  for  hospital  funds  on  their  Monthly 
Abstracts  and  Summary  Statements. 
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C.  The  Quartermaster  will  have  arrangements  made  with  the  various 
rail  road  companies  and  lines  of  boats,  for  the  speediest  practicable  trans- 
portation of  supplies  for  tl>e  iiospitals ;  and  general  transportaiiou  tickets 
will  be  fu!-nisfaed  to  accredited  agents  engaged  in  the  actual  purchase  of 
these  supplies,  upon  tl>e  request  of  the  medical  officer  in  charge  of  a 
hospital.  '  . 

7.  Medical  officers  in  charge  of  general  hospitals  will  make  requisi- 
tions on  the  Medical  Purveyors  for  hospital  suits  (shirts,  pantaloons  and 
drawers),  for  the  use  of  the  sick  and  wounded  wliile  in  hospital,  not  to 
exceed  in  number  the  number  of  beds;  which  clothing  shall  be  borne  on 
the  returns,  and  l^e  accounted  for  as  other  hospital  property. 

8.  There  will  be  allowed  to  each  general  hospital,  with  rations  and 
suitable  places  of  lodging,  two  Chief  Matrons,  at  a  salary  not  to  exceed 
forty  dollars  per  month  each,  whose  general  duties  shall  be  to  exercise  a 
superintendence  over  the  entire  <iomestic  economy  of  th^  hospital;  to 
take  charge  of  such  delicacies  as  may  be  provided  for  the  sick;  to  ap- 
portion them  out  as  required;  to  see  that  the  food  or  diet  is  properly  pre- 
pared; and  all  such  other  duties  as  may  be  necessary:  two  Assistant 
Matrons,  ^t  a  salary  not  to  exceed  thirty-five  dollars  per  month  each, 
whose  general  duties  shall  be  to  superintend  the  laundry  ;  to  take  charge 
of  the  clothing  of  the  sick  and  the  bedding  of  the  hospital ;  to  see  that 
they  are  kept  clean  and  iteat ;  and  perform  sirch  other  duties  as  may  be 
necessary:  two  Ward  Matrons  for  each  ward  (estimating  lOU  patients  for 

,each  ward),  at  a  salary  not  to  exceed  thirty  dollars  per  month  each,  whose 
general  duties  shall  be  to  prepare  the  beds  and  bedding  of  th»*ir  respec- 
iWe  wards;  to  see  that  they  are  kept  clfau  and  in  order;  that  the  food  or 
diet  for  i]^  sick  is  carefully  pre])ared  and  furnished  to  tliem ;  the  medi- 
cine administered;  and  tliat  all  patients  requiring  careful  nursing  are 
attended  to ;  and  all  such  other  duties  as  may  be  necessary :  one  Ward 
Master  for  each  ward  (estimating  J 00  patients  for  each  ward),  at  a  salary 
not  to  exceed  twenty-five  dollars  per  month  each ;  and  such  'other  nurses 
and  cooks,  male  or  female  (giving  preference  to  females  when  their  ser- 
vices anay  best  subserve  the  purpose),  at  a  salary  not  to  exceed  twenty- 
iive  dollar^  per  month  each,  as  may  be  necessary  for  the  proper  care  of 
the  sick.  These  attendants  to  be  paid  monthly,  on  hospital  mustt-r  rolls, 
by  the  Quartermaster's  Department,  and  to  be  removed,  when  expt-dient, 
by  the  medical  officer  in  charge.  Other  attendants,  not  herein  provided 
i'oT^  necessary  to  the  service,  shall  be  allowed,  as  now  provided  by  laiw. 
•9,   If  a  sufficient  number  of  mii-ses  and  ward  masters,  not  liable  to 
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military  service,,  cannot  be  employed,  and  it  shall  become  necessary  to 
assign  to  this  duty  soldiers  in  the  service,  then,  upon  the  reqinsition  of 
the  medical  oiBcer  in  charge  of  a  hospital,  the  soldiers  so  assigned,  who 
are  skillful  and  competent,  shall  be  permanently  detailed  to  this  duty, 
and  shall  only  be  removable  for  neglect  or  inattention,  by  the  medical 
officer  in  charge,  > 

10.  Hospitals  will  be  known  and  numbered  as  hospitals  of  a  particular 
State.  The  sick  and  wounded,  Avhen  not  injurious  to  themselves,  or 
greatly  inconvenient  to  the  service,  will  be  sent  to  the  hospitals  repre- 
senting their  respective  States,  and  to  private  or  State  hospitals  repre- 
senting the  same. 

1 1 .  The  Quartermaster  General  will  have  an-angements  made  with  the 
rail  road  companies  to  reserve  seats  in  one  or  more  cars,  as  may  be  ne- 
cessary, for  the  use  of,  the  sick  and  wounded  ,<t)kliers  and  their  atten- 
dants, to  be  transported ;  and  until  they  are  seated,  to  prevent  other  per- 
sons from  entering  those  reserved  cars ;  and  also  to  require  conductors  of 
the  trains  to  provide  for  the  use  of  the  sick  and  wounded  in  the  reserved 
cars,  a  sufficient  quantity  of  pure  water. 

12.  Medical  officers  in  charge  of  hospitals,  will  detail  an  attendant  to 
accompany  the  sick  and  wounded,  furloughed,  discharged  or  transferred, 
to  rail  road  depots,  to  see  that  they  are  cared  for  and  provided  with  seats 
in  the  reserved  cars. 

By  order. 

S.  COQPER, 
Adjiitmit  and  Inspector  General. 
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ADDENDA 


1.    Officers  of  the  Medical  Department,  by  virtue  of  their  toinmlstiions,  command 
euli^ted  men. 


2.  The  Medical  Director  and  the  Medical  Purveyor  of  a  Military  Department  are 
each  all(.wed  one  room  as  an  offic*-,  and  fuel  frnni  the  l»t  of  Octol^er  tp  the  30th  of 
Ai)ril,  at  the  rate  of  one  cord  of  wood  per  month  for  each  oflBce 

3.  Hospital  laundresses  will  be  paid  ( ight  dollars  per  mouth,  by  the  Quartennag- 
ter  Department,  oir  the  hospital  muster  roUu,  and  will  be  allowed  one  ration  per 
diem. 

4  Ambulances  are  not  to  be  used  for  any  other  than  the  specific  purpose  for 
which  they  are  designed,  vis:  the  transportation  of  the  sick  and  wounded. 

•  5.  A  regiment,  in  the'field,  is  allowed  two  four-wheeled,  and  the  same  number 
of  two-wheeled  ambulances;  and  one  wagon  for  the  transportation  of  hospital 
supplies. 

6  In  accordance  with  the  foregoing  Regulations,  one  wagon  with  each  regiment 
in  the  tield  will  be  appropriated  for  the  transportation  of  hospital  supplies.  This 
wag<m,  with  the  ambulances,  will  be  reserA'ed  for  the  especial  use  <  f  the  Hospital 
Department,  and  regimental  commanders  and  others  are  prohibited  from  using  thtm 
for  other  purposes. 

7.  In  connection  with  the  preceding  paragraph,  ambulances  and  wagons  for  the 
transportation  of  regimental  hospital  supplies,  are  res-erved  for  the  special  use  of 
the  Hospital  Department.  While  the  ambulances,  wagons,  teams,  drivers,  &c.  will 
be  borne  on  the  returns  of  th<'  Quartermasters,  they  will  be  under  the  exclusive 
control  of  the  Medical  Officer*  and  will  not  be  in;erfi  rod  with  by  any  officer,  except 
in  permanent  encampments,  when,  by  direction  of  the  General  comm-nding,  the 
wagons  [not  ambulancesj  may,  if  nee  -ssary,  be  temporarily  used  for  local  purposes. 

8.  By-  the  foregoing  parsgraph,  Quartermasters  are  directed  to  bear  on  their  re- 
turns, ambulances  and  wagons  for  the  transportation  of  regimental  hospital  sup- 
plies, the  teams  and  drivers.  It  is  also  their  duty  to  keep  them  in  good  condition, 
and  ready  for  active  service.     Commanders  will  require  the  performance  of  this  duty. 

9.  Hospital  tents,  having  ou  one  end  n  lapel,  so  as  to  admit  of  two  or  more  tents 
being  joined  and  thrown  into  one  with  a  continuous  covering  or  roof,  will  be  made 
of  thtse  dimensions :  ' 

3* 
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Length,  14  feet ;  width,  15  feet ;  height  (centre),  11  feet,  with  a  wall  4J^  feet,  and  a 
"fly''  of  appropriate  size.  The  ridge  pole  will  be  made  in  two  sectiouB,  measuring 
14  fi-et  when  jtiiued.  *  .       ' 

This  tent  will  accommodate  fi-om  eight  to  ten  patients  comfortably. 

The  following  allowance  of  tents  for  the  sick,  their  attendants,  and -hospital  sup- 
plies, will  be  issued  on  requisitions  on  the  Quartermaster  Department : 


COMMA.NDS. 

Hospital 
Tents. 

Sibley 
Tents. 

Common 
Tents. 

For  one  company. 

For  three  companies,    ..... 
F.'rtive              "              ..... 
For  seven          "             .            .            .            .            , 
For  ten              "-.... 

1 
2 
2 
3 

' 

10.  The  following  Blanks  will  be  issued  from  the  Surgeon  General's  office: 
Monthly  Reports  of  Sick  arid  Wounded. 

.     Quarterly  Reports  of  Sick  and  Wounded. 

Consolidated  Monthly  Reports  of  Sick  and  Woiltide'd  (for  Medical  Directors). 

Returns  of  Medical  Othcers  (for  Medical  Directors).  • 

Returns  of  Medical  and  Hospital  Property. 

Abstracts  of  Jledical  and  Hospital  Property  (for  IMedical  Purveyor.*). 

Requisitions  for  Medical  aUd  Hospiral  Supplies. 

Medical  officers  in  charge  of  hospitals,  or  serving  with  troops,  will  obtain  blanks 
from  their  respective  Medical  Directors. 

Medical  Purveyors  will  bo  allowed  to  print  only  their  blank  Invoices  and  Receipts. 
Other  medical  officers  will  not  have  any  blanks  printed,  except  by  special  authority 
from  the  Surgeon  General. 

Certificates  of  Disability  for  Discharge  from  the  service,  and  Hospital  Muster 
R'lls,  are  furnitihed  from  the  Adjutant  and  Inspiector  General's  office. 

11.  Official  letters  addressed  to  the  Surgeon  General,  by  medical  officers  of  the 
army;  will  be  written  on  letter  paper  (quarto  post)  whenever  practicuhle,  and  not 
on  note  or  foolscap  paper.  The  letter  must  be  folded  in  three  equal  folds  parallel 
with  the  writing,  and  endorsed  across  that  fold  which  corresponds  with  the  top  of 

the  sheet,  thus: 


[Name  and  rank  of  writer.] 


[  Post  or  station  and  date  of  letter.] 


[  Analysis  of  contents.] 
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12.  Medical  officrrs  will  not  give  Certificates  of  Disability  for  Dipcliarge  from  the 
service,  on  accotml  of  single  Reducible  Hernia,  when  the  patient'  is  under  thirty -five 
years  of  age. 

13.  lu  Monthly  Returns  of  Medical  Officers  special  care  will  be  taken  to  account 
for  every  medical  officer  connected  with  the  commandn,  present  or  absent  (stating 
all  particulars  relating  to  the  latter  class),  so  that  supernumeraries  may  be  assigned 
to  other  duty,  and  absentees  without  proper  authority  may  be  held  strictlj' account- 
able. In  General  Hospitals  eno  medical  officer  or  acting  medical  officer  (privat-e 
physicians  eniplo3'ed  by  contract),  will  be  ailowed  for  every  70  patients,  except  in 
cases  of  recent  wounded,  when  one  to  everv  40  or  50  will  be  allowed. 


14.  Jledical  officers  to  whom  any  of  the  reports  and  returns,  mentioned  In  the 
Regulations,  are  to  be  rendered,  or  through  whom  they  are  to  be  sent,  will  examine 
them,  and  return  for  corre^ctiou  any  that  may  require  it;  or  failing  to  receive  them 
in  due  time,  will  demand  e.xplanution  from  the  delinquent  officers,  and  exact  com- 
filiance  with  the  Regulations.  The  monthly. and  quarterly  reports  from  medi«ai 
•officers  in  charge  of  ihe  sick  wnd  wounded  will  be  rendered  within  fire  days  after 
<u«  expiration  of  the  month' or  quarter. 
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Extracts  from  the  Regulations  for  the  Army. 

928.  No  officer  making  returns  of  property  shall  drop  from  his  return 
any  public  property  as  worn  out  or  unserviceable  until  it  has  been  con- 
demned, after  proper  inspection,  and  ordered  to  be  so  dropped. 

934.  Every  officer  having  public  money  to  account  for,  and  lliiling  to 
render  his  account  thereof  qnarter-yearly,  with  the  vouchers  nece.ssary  to. 
its  correct  and  prompt  settlement,  within  three  mouths  after  the  expira- 
tion of  the  quarter,  if  resident  in  the  Confederate  States,  and  within  six 
months  if  resident  in  a  foreign  country,  will  ,be  promptly  dismissed  by 
the  President,  unless  he  shall  explain  the  default  to  the  satisfaction  of  the 
President. 

935.  Every  officer  entrusted  with  public  money  or  property  shall  ren- 
der all  prescribed  returns  and  accounts  to  the  bureau  of  the  depaitmeut 
in  which  he  is  serving,  where  all  such  returns  and  accounts  shall  "pass 
through  a  rigid  administrative  scrutiny  before  the  money  accounts  are 
transmitted  to  the  proper  offices  of  the  Treasury  Department  for  settle- 
ment. 

958.  The  Quartermaster's  Department  provides  the  quarters  and  trans- 
portation of  the  army;  storage  and  transportation  for  all  army  supplies; 
army  clothing ;  camp  and  garrison  equipage ;  cavalry  and  artilleiy  horses ; 
fuel ;  forage ;  straw ;     *     *     *     * 

]011.  The  allowance  and  chang6  of  straw  for  the  sick  is  regulated  by 
the  Surgeon. 

1()'26.  Postage  and  dispatches  by  telegraph,  on  public  business,  paid 
by  ap  officer,  will  be  refunded  to  him  on  his  certificate  to  the  account, 
and  to  the  necessity  of  tfle  comiiiunic;ition  by  telegraph.  The  amount 
for  postage,  and  for  telegraph  dispatches,  will  be, stated  separately. 

1040.  Officers  "receiving  clothing  or  camp  and  garrison  equipage,  will 
render  quarterly  returns  of  it  to  the  Quartermaster  General. 

]1]1.  Issues  to  the  hospital  will  be  on  returns  by  the  medical  officer, 
for  such  provisions  only  as  are  actually  required  for  the  sick  and  J;he 
attendants.  The  cost  of  such  parts  of  the  ration  as  are  issued  will  be 
charged  to  the  hospital  at  contract  or  cost  prices,  and  the  hospital  will  be 
credited  by  the  whole  number  of  complete  rations  duo  tiu'ough  the  mcath 
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at  contract  or  cost  prices ;  the  balance,  constituting  the  Hospital  Fund, 
or  any  portion  of  it,  may  be  expended  by  the  coniniissary,  on  the  re.jui- 
sition  of  the  medical  officer,  in  the  purchase  of  any  article  for  the  sub- 
sistence or  comfort  of  the  sick,  not  authorized  to  be  otherwise  furnished. 
At  large  depots  or  general  hospitals,  this  fund  may  be  partly  expended  for 
the  benefit/of  dependent  posts  or  detachments,  on  requisitions  approved 
by  the  Medical  Director  or  Senior  Surgeon  of  the  district. 

1]  17.  An  extra  issue  of  fifteen  pounds  of  tallow  or  ten  of  sperm  can- 
dles, per  month,  may  be  made  to  the  principal  guard  of  each  camp  and 
garrison,  on  the  ord^r  of  the  commanding  officer.  Extra  issues  of  soap, 
candles,  and  vinegar,  are  permitted  to  the  hospital  when  the  surgepn 
does  not  avail  himself  of  the  commutation  of  the  hospital  rations,  or 
when  there  is  no  hospital  fund;  salt,  in  sifiall  quantities,  may  be  issued 
for  public  horses  and  cattle.  When  the  officers  of  the  Medical  Depart- 
ment find  anti-scorbutics  necessary  for  the  health  of  the  troops,  the  com- 
manding officer  may  order  issues  of  fresh  vegetables,  pickled  onions, 
sourkrout,  or  molasses,  with  an  extra  quantity  of  rice  and  vinegar.  (Po-* 
tatoes  are  usually  issued  at  the  rate  of  one  pound  per  ration,  and  onions 
at  the  rate  of  three  bushels  in  lieu  of  one  of  beans  )  Occasional  issues 
(extra)  of  molasses  are  made — two  quarts  to  one  hundred  rations — and 
of  dried  apples  of  from  one  to  one  and  a  half  bushels  to  one  hundred 
rations.  Troops  at  sea  are  recommended  to  draw  rice  and  an  extra  is- 
sue of  molasses  in  lieu  of  beans.  When  anti-scorbutics  are  issued,  the 
medical  officer  will  certify  the  necessity,  and  the  circumstances  which 
cause  it,  upon  the  abstract  of  extra  issues. 
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SOYER'S  DIRECTIONS  FOR  COOKING  IN  CAMP. 


I.— COI-'FEE  FOR   FIFTY  MEN,   ONE   PINT  JEACH. 

Pnt  ■'  gallons  water  into  a  suitable  vessel  (or  divide  if  necessary),  on 
the  fire ;  when  boiling,  add  1^  lbs.  ground  coffee ;  mix  -well  with  a  spoon ; 
leave  on  the  five  a  feAv  minutes  longer;  take  it  off,  and  pour  in  4  of  a 
gallon  cold  water ;  let  it  stand  till  the  dregs  subside,  say  from  .5  to  1 0 
minutes ;  then  pour  off,  and  add  3  lbs.  sugar.  If  milk  is  used,  put  in  0 
pints,  and  diminish  the  water  by  that  amount. 

II.— Fresh  beef  soup  for  fifty  men, 

Take  40  lbs.  beef;  cut  into  pieces  of  ^bout  i  lb.  each;  7^  gallons  wa- 
ter; 4  lbs.  mixed  vegetables;  5  small  tablespoon fuls  salt;  1  small  table- 
spoonful  ground  pepper;  some  cold  bread,  crackers,  or  1^  lbs.  rice,  to 
thicken  ;  place  on  the  fire ;  let  it  come  to  a  boil ;  tlv?n  simmer  for  3  hourgi^ 
Skim  off  the  fat  and  serve' 

in.— Stew  for  fifty  men. 

Cut  25  lbs.. fresh  beef  in  pieces  of  about  ^  lb.  each,  and  with  9  quarts 
of  water  put  into  the  boiler ;  add  5  tablespoohfuls  of  salt,  two  of  pepper, 
3i  lbs.  onions,  cut  in  slices,  and  10  lbs.  potatoes,  peeled  and  sliced ;  stir 
well,  and  let  it  boil  for  20  or  30  minutes ;  then  add^  lb.  flour  previously 
mixed  with  water;  mix  well  togethei^and  with  a  moderate  heat  simmer 
for  about  two  hours.  Mutton,  veal  or  pork  can  be  steAved  in  a  similar 
manner,  but  will  take  half  an  hour  less  cooking.  A  pound  of  rice  or 
plain  dumplings  may  be  added  with  great  advantage. 

IV.— Suet  dUxMflings. 

Take  10  lbs.  flour,  15  teaspoonfuls  of  salt,  7  of  ground  pepper,  7  lbs 
chopped  fat  pork  or  suet«  5  pints  water;  mix  «ell  togetliei';  djvjd©  i&to 
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about  ]50  pieces;  which  roll  in  flour,  and  Boil  with  meat  for  20  or  30 
minutes.  If  no  fat  or  suet  can  be  obtained,  take  the  same  ingredients, 
adding- a  little  more  water,  and  boil  about  JO  minutes.  Serve  with  the 
meat. 

v.— -To  FRY  MEAT. 

Place  your  pan  on  the  fire  for,  a  minute  or  so ;  wipe  it  clean ;  when  the 
pan  is  hot,  put  in  either  fat  or  butter  (fat  from  salt  meat  is  preferable); 
then  add  the  meat  you  are  going  to  cook;  turn  it  several  times,  to  have 
it  equally  done;  season  to  each  pound  a  small  teaspoonful  of  salt  and  a 
quarter  of  pepper.  A  few  onions  in  the  remaining  fat,  with  the  addition 
of  a  little  flour,  a  quarter  pint  of  water,  two  tablespooufuls  of  vinegar,  or 
a  few  chopped  pickles,  will  be  very  relishing. 

Vi.— To   COOK   SALT   BEEF   OR  PORK. 

Put  the  meat,  cut  in  pieces  of  from  3  to  4  lbs.,  to  soak  the  night  be- 
fore ;  in  the  moruing  wash  in  fresh  water,  and  squeeze  well  with  the 
hands  to  extract  the  salt ;  after  which,  put  in  your  kettle  Avith  a  pint  -of 
water  to  each  pound,  and  boil  from  2  to  3  hours. 

Vii.— Salt  beef  or  fork,  with  mashed  be^ns,  for  fifty  men, 

^  Put  in  two  vessels  18|  lbs.  meat  each ;  divide  12  lbs.  beans  in  two  pud- 
ding cloths,  loosely  tied  ;  puttiug  to  boil  at  the  same  time  as  your  meat, 
in  sufficient  water ;  let  all  boil  gently  for  twD  hours ;  take  out  the  meat 
and  beans ;  put  all  the  m^at  into  one  boiler,  and  remove  the  liquor  from 
the  other ;  into  which  turn  out  the  beans ;  add  to  them  one  teaspoonful 
of  pepper,  half  pound  of  fat,  and  with  the  wooden  spatular  mash  the 
beans,  and  serve  with  the  meat.  Three  sliced  onions  fried  and  added  im- 
prove the  dish. 

[Note. — In  cooking  all  kinds  of  meat,  be  careful  to  preserve  the  grease, 
which  can  be  easily  done  by  putting  the  liquor  in  which  it  is  boiled,  by 
till  it  cools ;  then  skim  off.  and  place  in  a  clean  covered  vessel.  It  is  an 
excellent  substitute  for  butter;  is  useful  for  cooking  purposes,  and  will 
burn  in  a  common  lamp  or  tin  plate  with  a  piece  of  old  cotton  twisted 
up  for  a  wick.] 
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SOYER'S  DIRECTIONS  FOR  COOKIXG  IN  HOSPITAL. 


I.— Mutton  stewed  and  soup  for  one  hundred  men. 

Pu^in  a  convenient  sized  vessel  16  gallons  water,  (JO  lbs.  meat,  12  lbs. 
plain  mixed  vegetables,  9  lbs.  pearl  bailey  or  rice  (or  4^  lbs.  each),  1^  lbs. 
salt,  li  lbs.  flour,  1  oz.  pepper.  Put  all  the  ingredients,  except  the  flour, 
into  the  pi^n ;  set  it  on  the  fire,  and  when  beginning  to  boil,  diminish  tho 
heat,  and  simmer  gently  for  two  hours  and  a  half;  take  the  meat  out  and 
keep  warm ;  add  to  the  soup  your  flour,  which  you  have  mixed  with 
enough  water  to  form  a  light  batter ;  stir  well  together  with  a  large  spoon ; 
boil  another  half  hour ;  skim  off  the  fat,  and  serve  the  meat  and  soup 
separate.  The  soup  should  be  stirred  occasionally  while  making,  to  pro- 
vent  burning  or  sticking. 

II.— Beef  soup. 

Proceed  the  same  as  for  mutton,  only  leave  the  meat  in  till  serving,  as 
it  takes  longer  to  cook  than  mutton.  The  pieces  are  not  to  be  above  4  or 
5  lbs.  weight  each.  • 

III.— Beef  tea,  six  pints. 

Cut  three  pounds  lean  beef  into  pieces  the  size  of  walnuts,  and  break 
up  the  bones  (if  any);  put  it  into  a  convenient  sized  kettle,  with  ^  lb, 
mixed  vegetables  (onions,  celery,  turnips,  carrots,  or  one  or  two  of  these, 
if  all  are  not  to  be  obtained),  1  oz.  salt,  a  little  pepper,  2  oz.  butter,  ^  pint 
of  water.  Set  it  on  a  sharp  fire  for  15  minutes,  stirring  occasionally,  till 
it  forms  a  rather  thick  gravy  at  the  bottom,  but  not  brown ;  then  add 
7  pints  of  hot  water;  simmer  gently  for  on  hour.  Skiai  oS'  ail  tb©  iat^ 
ati'oitt  thixjugh  a  akMj  and  servo. 
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IV.— Thick  beef  tea. 

Dissolve  a  feaspoonfnl  of  arrow  root  in  a  gtll  of  water,  and  pt)ur  it  into 
the  beef  tea  twenty  niintitos  before  passing  through  the  sieve,  or  add  i  oz. 
gelatine  to  the  above  quantity  of  beef  t  a,  when  cooking. 

Mutton  and  vt?al  will  make  good  tea,  by  proceeding  the  same  as  above?. 

v.— Essence  of  beef. 

Take  1  lb.  lean  beef;  cut  fine;  put  it  into  a  porter  bottle  with  a  teacup 
of  water,  ^-tcaspoonful  of  salt,. a  little  pepper,  and  (5  grains  alls])ice45  cork 
loosely,  and  place  in  a  saucepan  of  cold  water;  then  with  a  gentle  heat 
let  it  simmer  till  sufficient  quantity  of  the  essence  is  obtained.  Servo 
cither  warm  or  cold.  '    • 

VI.— Chicken  broth. 

Put  in  a  vStew-pan  a  fo^vl,  3  pints  water.  2  teaspoonfuls  of  rice,  1  of  salt, 
a  little  pepper  and  a  small  onion,  or  two  ounces  of  mixed  vegetables ;  boil 
the  whole  gently  for  one  hour  (if  an  old  fowl,  simmer  for  two  hours,  add- 
ing one  pint  move  water).     Skim  off  the  fat  and  serve. 

A  light  mutton  broth  may  be  made  in  the  same  way,  taking  U-  pounds 
mutton — neck  if  convenient. 

VII— Plain, .BOILED  rice. 

Put  *2  quarts  water  in  a  stew-pan  with  a  teaspoonful  of  salt ;  when  boil- 
ing, add  to  it  h  pound  rice,  well  washed;  boil  for  ten  minutes;  drain  off 
the  water  and  slightly  grease  the  pan  with  butter;  put  the  rice  back,  and 
let  it  swell  slowly  for  about  twenty  minutes,  near  the  fire.  Each  grain 
will  then  swell  up,  and  be  well  separated.  Flavor  with  nutmeg  or  cin- 
namon, and  sweeten  to  taste. 

VIII.— Sago  jelly.  , 

Put  in  a  pan  with  3  pints  water,  3  oz.  sago,  U  ^2-  sugar,  half  a  lemou 
peel,  cut  very  thin,  i  teaspoonful  of  ground  cinnamon,  or  a  small  stick 
of  the  same,  and  a  little  salt;  boil  about  15  minutes,  stirring  constantly; 
thea  add  a  little  i»rt,  cherry  or  madeira  wiao,  as  the  ca^  will  admit. 
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IX.— Arrow-root  milk. 


Put  in  a  pan  4  oz.  arrow-root,  3  oz.  sugar,  the  peel  of  half  a  lemon, 
^  teaspoonful  of  salt,  2^  pints  of  milk;  set  it  on  the  fire;  stir  gently; 
boil  for  ten  minutes,  and  serve. 

If  no  lemons  at  hand,  a  little  essence  of  any  kind  will  do. 

When  short  of  milk,  use  half  water— half  an  ounce  of  butter  is  an 
improvement. 

X.— Arrow-root  wati:r. 

Put  in  a  pan  3  oz.  arrow-root,  2  oz.  white  sngar,  the  peel  of  a  lemon, 
\  tea.-poonful  of  salt,  and  4  pints  water;  n)ix  well,  set  on  the  fiie,  and 
boil  ior  ten  minuter     Serve  hot  or  cold. 

XI.— Rice  water. 

Put  7  pints  water  to  boil;  add  2  oz.  rice,  washed,  2  oz.  sugar,  the  peel 
of  two  thirds  of  a  lemon,  boil  gently  for  three-quarters  of  an  hour,  or  till 
reduced  to  5  pints.     Strain  and  serve — use  as  a  beverage. 

XII. — Barley  water. 

Put  in  a  saucepan  7  pints  water,  2  oz.  pearl  barley ;  stir  now  and  then 
when  boiling;  add  2  oz.  white  sugar,  the  rind  of  half  a  lemon,  thinly 
peeled ;  boil  gently  for  two  hours,  and  serve,  either  strained  or  with  the 
barley  left  in, 

XIII. — Crimean  lemonade. 

Put  in  a  basin  2  tablespoonfuls  of  white  or  brown  sugar,  ^  a  table- 
spoonful  of  lime  juice ;  mix  well  together,  and  add  one  pint  of  water. 

Xl'S^— Citric  acid  lemonade. 

Dissolve  1  02  citric  acid  in  I  pint  of  cold  water;  add  1  lb.  9  oz.  white 
sugar;  mix  well  to  form  a  thick  syrup;  then  put  in  19  pints  cold  water, 
alowly  Biiiing  well. 
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XV.— Toast  and  water. 

Cut  a  piece  of  crusty  bread  about  ^  lb. ;  toast  gently  and  uniformly  to 
a  light  yellow  color;  tlion  place  near  the  fire,  and  when  of  a  good  brown 
chocolate,  put  in  a  pitcher;  pour  on  it  3  pints  boiling  water;  cover  the 
pitcher,  and  wben  cold,  strain — it  is  then  ready  for  use.  Never  leave  the 
toast  in,  as  it  causes  fermentation  in  a  short  time. 

A  piece  of  apple,  slowly  toasted  till  it  gets  quite  black,  and  added  to 
the  above,  makes  a  very  refreshing  drink. 
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